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Preface 



In the 1950's you needed a shop to turn out homemade ham 
equipment. It took special tube socket punches, large steel chassis, 
relay-rack panels, a good drill press and substantial power supplies 
even for the simpler devices such as VHF converters, audio filters, 
etc. 

The transistor replaced tubes for most applications during the 
I960's and the workshop shrank from a room full of machines to a 
desk or table with some hand tools and perhaps a small electric drill. 
The big 1 50 watt soldering irons had long since worn out and had 
been replaced by instant soldering guns. 

As more and more companies tooled up to turn out integrated 
circuits, they began to replace transistors in the more common 
applications and the desk -top workshop of the 60's gave way to a 
drawer of the 70's. The soldering guns have been replaced by little 
soldering pencils. 

Can this foolishness go any further? Will the ham of the 80's keep 
his workshop in a matchbox and solder with a soldering pin? Will 
those parts bins of the 50's which gave way to parts cabinets in the 
60's and miniature parts drawers of the 70's be replaced by 
thimble-sized parts holders? 

Grab your soldering pencil and a small sheet of styrofoam and get 
busy on some of these projects, wiping a tear of nostalgia away for 
those of us left with shelves full of power transformers and 4000 volt 
4 nF capacitors and other worthless memorabilia of days gone by. 



Wayne Green W2NSD/I 
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Getting Hep to IC's 



I ntegratcd circuits are here to stay and 
X the next few years will show a massive 
transition in industry and consumer pro- 
ducts to complete integration. Based on 
this assumption, this article has been pre- 
pared for the amateur as well as profes- 
sional user of integrated circuits (ICs). It 
includes tips on wiring, soldering, cross 
referencing, and simple projects using the 
ICs contained in the Motorola HEP kits. 

A lengthy discussion of IC construction 
will not be covered in detail, as this 
information can be found in many IC 
textbooks. However, in order to be better 
able to know the advantages and limita- 
tions of those microcircuits, the reader 
should know what is contained in the basic 
IC and how these devices differ from other 
solid-state components. 

As the name implies, an integrated 
circuit is a collection of many different 
components. The quantity and types of 
components vary from one IC configura- 
tion to another. A particular IC could 
contain active components (transistors, di- 
odes) and passive components (resistors, 
capacitors). If all the components of the 
circuit are contained on the same "chip" or 
substrate, the unit is said to be "mono- 
lithic" (single crystal). The monolithic type 
is the most common and the least ex- 
pensive to build. Other construction types 
are: thin film, thick film, hybrid, multi- 
chip. A discussion of these types can be 
found in almost any book that deals with 
the subject of ICs. 

As an illustration of the extreme size 
reduction possible with integrated circuits, 
consider the Motorola 4-bit memory core, 
which contains 524 different components 
on a chip 50 x 70 mils. The average IC is 
much smaller, usually 40 mils square ( 1 mil 
= .001 in.). As the above example indi- 
cates, the race is on to see how much 



circuitry can be crowded into the smallest 
space. This effort is known in the trade as 
LSI (large-scale integration). Manufacturers 
are already starting to produce ICs that 
contain FKT tunnel diodes, and even pow- 
er transistors! 

It is unfortunate, but many people are 
resisting the changeover from discrete (in- 
dividual) components to ICs. This resis- 
tance could largely be due to the fact that 
people tend to shy away from circuits they 
are not familiar with. 

The advantages of ICs over discrete 
components greatly outweigh the disadvan- 
tages. Size and weight reduction are ob- 
vious advantages but cost savings should 
also be considered. Consider the HEP 583, 
which contains 21 transistors and 27 resis- 
tors. If you had to buy all these parts 
individually and build this unit using a 
breadboard or printed circuit board you 
would indeed feel the pinch on both your 
pocketbook and your time. Other dis- 
advantages that are not so obvious are as 
follows: 

Repetition 

If you need a circuit containing 20 J-K 
flip-Hops, it would be a difficult task to 
build 20 of these, each containing 21 
transistors and 27 resistors. This adds up to 
420 transistors and 540 resistors! With ICs, 
only 20 TO-5 packages are necessary. Here 
is where cost, size, and time advantages 
come through again. 
Repeatability 

Because of the way ICs are constructed 
with components located in close prox- 
imity to each other, tolerances arc much 
finer and parts are better matched, thus 
making up a device that functions as a 
complete unit. Power drain is lowered, 
there is less spurious noise pickup, and 
there is less noise generated within the 
unit. 
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Fig. 2. The split supply contain four series 
batteries grounded at (he connect point. Where 
possible to use, the single supply offers the 
advantage of simplicity. 



Reliability 

Many manufacturers arc turning to ICs 
because of their high reliability. Devices 
built under almost clinical conditions are 
bound to be better than a circuit built on a 
workbench. As an example, consider build- 
ing the clectricaequivalent to the Hb'P 583, 
using the 21 transistors and 27 resistors: It 
would be necessary to make 80 to 90 
solder connections, a real source for poten- 
tial trouble. 

In addition to the advantages listed, 
replacement is simple. Schematics are easy 
to read, especially for the beginner. Areas 
yet to be conquered in the construction of 
ICs are: How to built inductors, large-value 
capacitors, and high-value resistance on an 
IC chip. It is presently necessary to con- 
nect these components externally. 

ICs can be mounted on perforated 
board or printed-circuit board by either 
soldering to terminals or using sockets. 
Sockets are definitely recommended, es- 
pecially for the hobbyist who will, gener- 
ally, use the IC over and over In different 
applications. Constant soldering and un- 
soldering of the leads weakens them and 
could cause the wires to be broken, or 
internal damage could result due to exces- 
sive heat from the solder iron. 

The HEP 580 thru 583 (devices in- 
cluded a Motorola IC kit) are mW RTLs. 
This logic family is considered the easiest 
for the hobbyist, experimenter, and IC 
novice to "cut their teeth" on. The HEP 
584, 570, 571. 572 are M RTLs - also a 



good family for the beginner. The HEP 
553, 554, 556, 558 are ECLs - not the 
easier to work with, but the best logic 
family for high frequency and noise rejec- 
tion. 

IC Packaging 

Integrated circuits can be found in a 
variety of packages. At the present time, 
there are more than 1 20 case types made 
by some 70 companies around the world. 
Of these many case styles, three types are 
dominant. (In terms of quantity of devices 
on the market, in a given case type, about 
90% of their quantity can be found in 
some variation of one of these three case 
types). As yet, no definite standardization 
has been set up among the manufacturers 
regarding packaging, pin numbers, and lo- 
cations, so carefully check the basing be- 
fore you plug that IC into the socket. 
Three popular case styles are pictures in 
Fig. 1 . 

Use a low-wattage soldering iron! 25 to 
40 watts is a good range. Excess heat could 
"kill" the IC. 

Keep component leads short! Excess 
lead length could cause spurious or para- 
sitic oscillations or no operation at all. 

If you are using a power supply (other 
than a battery), it is a good idea to bypass 
the power leads. Connect a 0.05 or 0.1 
capacitor from the power input to ground 
at or near the input terminal of the IC. 

P D 0 □ 

OR GATE AND GATE AMPLIFIER FLIP FLOP 

Fig. 3. Four basic logic element configurations 
used in IC diagrams. 

Power Supplies 

l or projects using 1 or 2 ICs. batteries 
are usually the best supply. On larger 
projects, an ac supply is better. The power 
supply requirements for the various logic 
functions have been standardized as fol- 
lows: 

RTL 3AV± 10% (2.6 to 3.3V) and 
3.6 ± 10% (3.24 to 3.96V) 

MwRTL3V± 10% (2.6 to 3.3V) and 
3.6 ± 10% (3.24 to 3.96V) 

1)11 4V ± I0%(3.6 to 4.4V) 

Min i 5V + 10% (4.5 - 5.5V) 
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Fig. 4. Basic gales with their inpul/outpul wave- 
forms. 



VTL +4V to ±I0V (8 - 20V) 
RC'L 5.2V + 10% (4.5 - 5.5V) 
TTL 5V± 10':; (4.5 -5.5V) 
HTL ISV 

Obviously, batteries in some of these 
odd voltage ranges are not available: how- 
ever, experimentation has categories as 
follows: many of the devices were found to 
work well from 1.5 to 12 V! Very lew did 
not but after all. they are only rated 
from 2.6 to 4V (approximately). This 
makes it possible to use many of these ICs 
over a wide voltage range. Usually an IC 
rated at 3.2 V minimum works well on 3V 
and one rated at 5.5V maximum works at 
6V. 

ICs can be connected in one of two 
ways, using one or two supplies. The dual 
or split supply is most common in linear 
circuits. The two supplies are shown in Fig. 
2. 

There are some applications where the 
split supply is advantageous but generally it 
involves more complicated circuitry. The 
novice in ICs is likely to be a novice in the 
area of computer logic also. The logic- 
symbols are to digital ICs what schematic 



symbols are to resistors, capacitors, etc. 
Some of the more common types are 
shown in Feb. 3. These symbols have 
recently been standardized by the govern- 
ment. Before that time, each manufacturer 
had his own set of symbols. 

Basic Logic Types 

Most computers work on the binary 
principle. Binary stands for "two", two 
states or conditions, which are either on or 
off high or low or / and 0. ) Consider the 
condition where we have zero or near zero 
volts at the input to a gate, flip-flop, 
amplifier, etc: with positive logic it is an 
oJJ condition. If this voltage goes positive, 
let's say to 1 or 2V. it is now in an on 
condition. 

The common functions in digital ICs 
are: 

• Gates - control the passage of signals. 

• Buffer - amplifies power of signals to 
he able to drive more units. 

• Inverter - reverses the logic from + to 
- or - to +. 

• Expander - affords additional inputs 
to a gate. 




ser 
clock — 

CLEAR 



INVERSE 
OUTPUT 



TYPICAL BUFFER WITH GATED INPUT 



TYPICAL J K FLIP FLOP 



■ 1 7 

GATES CONNECTED AS A 
BISTABLE FLIP FLOP 



Fig. 5. Basic amplifier and flip-flop configura- 
tions. 



9 



• Adder - provides the summ and carry 
operations on two input signals. 

• Shift Registers provides bistable 
storage. 

• Flip-flop - provides division or count. 

One flip-flop divides by 2. provides 

one output change in state for every 

two input charges. 

Gates This function comes in a wide 
variety of configurations. There are 2, 3, 4, 

or more inputs and 4 categories as fol- 
lows: 

• And: When all inputs go to I, output 
will go to 1 . 

• Nand: Output will be I except when 
all inputs go to I . 

• Or: When any input goes to I, output 
will be I . 

• Nor: Output will be I except when 
any input goes to I . 

Nand and nor differ from and and or in 
that inversion has taken place. Refer to 
Fig. 4. Note the small o at the input or 
output of some of the examples. This o 
indicates thai inversion has taken place. 

Gates can be connected to operate in a 
wide variety of applications other than 
those for which they were designed. Some 
applications are free-running multivibra- 
tors, bistable, one-shot, amplifiers, and 
audio mixers. 



Occasionally the time arises when the 
hobbyist needs something in the way of 
gates other than what he has or what is 
available. For example, you need a 3-input 
gate and you have a 4-input gate; simply 
ground one input. Ground two inputs to 
obtain a 2-input gate. If you have a dual 
2-input gate, such as the HEP 580, and you 
need a 4-input gate, tie pins 6 and 7 
together and this becomes the output: 
inputs are then on pins 1 , 2, 3, and 5. 

Amplifiers. In digital work it is referred 
to as a buffer. Its original use is to increase 
"fan-in" or "fan-out" capability: that is, 
the number of other units that can be 
connected in parallel to the input (fan-in) 
or output (fan-out). By adding proper 
external biasing it is possible to connect 
this unit to linear (audio-rf) usage. 

Flip-Flop. There are a number of types 
of flip-flops available. As mentioned pre- 
viously, a flip-flop (multivibrator) can be 
"made up" by cross connecting two gates. 
The R-S flip-flop is one example. The J-K 
flip-flop is similar but has the added 
function known as "clock input" shown as 
"T" on the logic block of Fig. 5. 

Fundamentally, flip-flops divide by two. 
By proper connection, division by 3. 4, 5. 
etc. can be obtained using a few ICs as 
shown in Fig. 6. 



. .OUT 
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c q —I 



Fig. 6. Flip-flops connected as dividers. 
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IC Receiver Accessory 



John J. Schultz, W2EEY 



Audio trequency integrated circuits pro- 
vide the opportunity to develop very useful 
circuit functions-in many instances at a far 
lower cost than would be possible using 
discrete components. On the other hand, the 
inherent nature of the IC housing and the 
conditions under which it must operate also 
make the practical realization of a circuit 
using IC's, in some instances, just as compli- 
cated as a circuit using discrete components. 
This seeming contradiction was experienced 
by the author in developing the receiver 
accessory unit described in this article. So, 
even if one has no immediate need to build 
the unit described, it may prove interesting 
to still read about and appreciate some of 
the considerations involved in the use of 
audio integrated circuits. 
General 

The accessory unit described was 
designed as a compact, solid-state unit that 
could be plugged into a medium to high 



Power amplifier IC mounted In heat sink Is 
shown on left. FET and associated com- 
ponents ero at upper right sido of hoat sink. 
Other components are conveniently 
arranged around dual stage FET. Poten- 
tiometers shown on right aro miniature type 
mounted directly on perforated board 
stock. 




impedance headphone jack and function as a 
self-contained unit to provide tunable af 
selectivity, age and about 1 watt of power 
for direct loudspeaker operation. By the 
addition of a few diodes a simple noise 
limiter can also be added. For compactness 
and simplicity, only a resistor-capacitor net- 
work was used without any inductive 
elements to obtain audio selectivity. The 
resultant selectivity is not as sharp as that 
provided by a bulky inductor but is quite 
usable on CW, especially with a transceiver 
that already contains a steep-skirted crystal 
or mechanical SSB filter. The fact that the af 
selectivity is tunable also adds to its useful- 
ness. The age feature is not absolutely 
necessary but was added since many trans- 
ceivers, although their avc cannot be 
disabled as such, do not provide fuU age on 
CW when the rf gain control is at some 
intermediate setting, as would be normal if 
one were using the rf gain on CW as the 
"volume" control while tuning. The audio 
output amplifier was included to eliminate 
the need for going back into the receiver in 
order to use its audio output stage. Thus, no 
modification whatever is required to the 
receiver and the accessory unit can simply be 
unplugged from the headphone jack when it 
is not desired for operation. 
Circuit 

A block diagram of the accessory unit is 
shown in Fig. 1. The basic stage functions 
are relatively simple. The incoming audio is 
split into two parts, each going 'A of the 
HEP592 (a hobbyist version of the MCI 535 
dual operational amplifier sold as a stereo 
preamplifier). One section of the HEP592 
serves as a level detector with an adjustable 
threshold. When the positive going portion 
of the input signal exceeds the threshold 
level, an output voltage is produced which 
when rectified is coupled to the gate of a 



11 



AF 
INPUT 




FET 

a 

RECTIFIER 



TUNABLE 
AF FILTER 



GAIN 
CONTROL 




FI9. 1 Block diagram of accessory unit staae functions. Other similar IC 
operational amplifiers can bo used to perform the same functions. 



HEP801 FET. The drain-source resistance of 
the FET is normally quite low but increases 
to several thousand ohms with increasing 
negative gate-source potential. This wide 
resistance variation is used to regulate the 
gain of the power amplifier IC. This "for- 
ward" method of obtaining age is somewhat 
different from the usual "backward" 
method where part of the final output af 
voltage is rectified and then used to control 
the gain of a preceeding stage. However, it 
works just as well and with some experimen- 
tation of the circuit time constants, it may 
even appeal to some as providing more 
responsive age action than the "backward" 
system. 

The other section of the HEP592 serves 
as a tunable af filter. Advantage is taken in 
constructing the filter circuit of the fact that 
most "operational amplifier-turned- 
hobbyist" IC's provide a differential input. 
That is, so-called inverting (-) and non- 
inverting (+) inputs. A portion of the input 
signal is fed to the non-inverting input. The 
other input is coupled to the output via a 



tunable audio filter which passes all audio 
frequencies except the one to which it is set. 
Thus, all other audio frequencies are fed 
back to the input to oppose wall input 
frequencies except one frequency. The over- 
all result is an audio peaking stage at the one 
frequency to which the audio filter is set. 

The power amplifier stage is necessary to 
raise the output level to drive a small 
loudspeaker and produces about 3/4 watt 
output. 

The wiring diagram of the unit is shown 
in Fig. 2. A )0K potentiometer is used with 
the age portion of the HEP 592 IC to set the 
threshold value at which age action starts. It 
can either be brought out as a panel control 
or left as a trimmer adjustment. The tunable 
af filter is of the bridged-T type. As shown, a 
three-unit potentiometer is needed to cover 
the. complete audio range up to a few 
thousand cycles. One could possibly make 
only two of the resistor legs variable, but the 
frequency range will be restricted to a few 
hundred cycles over which the network is 
effective. Fig. 3A shows an alternative filter 
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network which can be connected between 
terminals 7 and 10 of the HEP 592 and 
which requires only one potentiometer. It is 
rated to be effective from 70 to 10,000 
cycles, but only the components specified 
should be used. 

Fig. 3B shows a simple noise limiter 
which can be connected either before or 
after the HEP 592. Advantage is taken of 
the fact that the IC units are operated with a 
dual-polarity power supply to allow biasing 
of the diodes for symmetrical clipping. 




Fig. 2. Wiring diagram of accessory unit. 
Resistors are M watt. Triple section poten 
tiometer used in audio filter is IRC typo 
45D502MD502MD202. 



Construction 

The photograph shows one construction 
layout possible for the unit. Basically, the 
circuit components are grouped around each 
IC and directly soldered together. The 
potentiometers for the age and af filter are 
mounted directly on the perforated board 
stock. The potentiometers shown are actual- 
ly of a miniature type but normal, less 
expensive It inch shaft types are quite 
adequate. Also, although not shown, an IC 
socket should be used for the HEP592 unit, 



instead of directly wiring it, for protective 
purposes. 

The use of the HEP 593 power amplifier 
appears simple from Fig. 2 and although its 
connections are not involved, its placement 
in a unit does present some problems. A heat 
sink must be used and Motorola specifically 
advises against the simple slip-on fin-typt 
head sinks available for TO-5 transistor 
cases. They suggest a 2 inch x 2 inch x 1/8 
inch piece of aluminum with a center hole 
drilled to snugly fit over the transistor case. 
Not having any material available, the author 
used a heat sink found on a surplus IBM 
computer board. The index tab was removed 
from the HEP 593 and a clean contact area 
between the flange of the IC and the heat 
sink established. The IC was then glued into 
place. Overall, the relatively low voltage gain 
(18-35) of the IC power amplifier, its cost 
and the necessity of using a heat sink does 
not compare too favorably with using two 
larger case audio transistors which do not 
require heat sinks at the 1 watt level. 

Two 9 volt transistor batteries were used 
to power the unit shown. The battery 
potential slightly exceeds the 8 volt oper- 
ating voltage recommended for the units but 
seems to cause no difficulty. 

Adjustment & Operation 

There are no real adjustments that should 
be necessary if proper layout procedures are 
followed. Some experimentation of the feed- 
back resistors in the age amplifier circuit 
may be necessary to obtain the best action 
and "bread-boarding" the circuit initially 
will save time later. The IC's did show some 
tendencies toward instability if too much 
coupling were allowed to exist between the 
various input and output circuits. This is 
understandable when one realizes that 
although the IC's are called "audio" type, 
their actual response extends up to several 
hundred khz. So, an rf feedback loop can 
exist which will overload the units but yet 
not produce an audible indication. 

In operation, the receiver af output level 
is adjusted to produce adequate audio out- 
put, but not to the point of overloading the 
unit. The age threshold control is set as 
desired to produce the best age action when 
going from a weak to a strong signal. 
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Fifl. 3. Simpler audio notch filter (A) requiring only one potentiometer. 
Capacitors are Aerovox type P123ZNG. Symmetrical noise clipper (B) which 
can be used at input to unit or at input to power amplifier (pin 4). 



Summary 

Various other operational or audio type 
IC's can be used for this type of accessory 
unit so long as the device ratings are not 
exceeded. The main criteria is that the agc/af 
filter IC have differential inputs. One could, 
of course, also use separate IC's for these 
functions, each with a differential input. 



Such a unit adds a significant degree of 
improvement to the operating possibilities of 
a SSB transceiver used on CW which does 
not have real provisions for CW reception. It 
also provides some very interesting exercise 
and experience in the many versatile uses to 
which IC's can be put. 
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Build an 8 Transistor Code Oscillator 
With Just One IC 



Ken W. Sessions Jr., K6MVH 



A code practice oscillator is practically 
always a simple affair. But with a 
good IC, such as Motorola's HEP 570, the 
project can be made even simpler while the 
circuitry itself - within the integrated 
circuit - stays complex enough to assure 
plenty of audio gain, good stability, and 
excellent quality of tone. 

The oscillator described here was 
designed by experts at Motorola, who 
allowed for four "discrete" stages, each 
with a two-transistor capability, within the 
framework of the lone flatpack IC package. 
One of the nicest features of the HEP 570 
as the oscillator element is its economy of 
external parts. Apart from the power 
switch, the telegraph key, the speaker, and 
the battery, the only additional 
components required are two resistors, a 
pot, and three capacitors. What could be 
simpler? 

Construction is as simple as the 
schematic (Fig. 1) makes it seem. One item 
not shown on the schematic, however, 
could make the job easier and save the 
insecure builder a great deal of grief: a 
suitable socket for the IC. An advantage of 
using IC sockets is that if all docs not go 
well right off, the IC remains isolated from 
the rest of the circuit while changes are 
incorporated. Also, most hams use their 
ICs again and again, for any number of 
appropriate projects. Soldering of an IC 
directly into a circuit will seriously curtail 
its universal utility. The package can't 
stand too many solder/unsolder operations 
before the leads give out. But with a 
socket, the IC stays like new and may be 
used in as many projects as the builder has 
sockets for. And changing the IC from one 
project to another is no more difficult than 
making a tube change in an old-fashioned 
rig. 



Your junkbox will undoubtedly yield 
the resistors and capacitors necessary to 
complete the oscillator project, but it is 
unlikely that you'll find the right speaker 
kicking around the shack. Since the output 
of the amplifier/oscillator is in the vicinity 
of 5012, a standard "intercom-type" 
speaker is required. If the expense of such 
a speaker proves a bit much, there are 
other routes that might prove entirely 
satisfactory, such as scrounging up 
matching transformers that can be used to 
drive either a speaker or an external 
amplifier arrangement. 

One method that has proved adequate is 
to use an ordinary low-voltage power 
transformer to couple from the IC to the 
speaker. A transformer with a primary 
winding of 120V and a secondary of 12V 
provides a reasonable approximation of the 
proper turns ratio, and will deliver a fairly 
healthy audio signal to a 3.2fi voice coil. 
Since power-handling capability is no 
consideration, you can use the smallest 
physical size of transformer you can get 
your hands on. The only disadvantage with 
this approach is that it plays hob with any 
attempt toward miniaturization. 

A small chunk of perforated board 
makes an ideal mounting bed. If the small 
intercom speaker is in your list of 
"availables." you can easily mount the 
whole affair in an enclosure no larger than 
a tiny portable radio. If you have to use 
the power transformer, you'll have to just 
poke around for a chassis with enough bulk 
to accommodate everything. 

An obvious "extra" that will enhance 
the usefulness and attractiveness of your 
oscillator are matching jack and plug for 
the sending key. This will also simplify the 
use of another code oscillator for two-way 
operation. 



15 




TONE 



PARTS LIST: 
IC1 HEP 570 
Rl 3.9 K 
R2 10 K POT 



R3 10 K 
CI. 2 05(*F 
C3 .001 nF 



SWI SPST 

KYI MORSE KEY 

Bl 3 VDC 



SP1 45 S! 
INTERCOM 
4" SPEAKER 



Fig. 1. Schematic of the "8-transistor" code 
practice oscillator made with a Motorola HEP 570 
IC. 




Fig. 2. If the distance between operating stations is held down to a reasonable value a CW intercom 
setup can be made with two or more code oscillators. If you've got kids in the family who can't find 
time to practice their code for the Novice exam, this arrangement is sure to turn the trick. 



To couple a pair of code oscillators for 
two-way use, it is better to parallel the 
keys rather than the speakers themselves. 
This approach keeps each unit from the 
labor of driving more than its fair share of 
the load. Figure 2 illustrates an excellent 
room-to-room interconnect method that 



has already been used to bring two new 
Novices to the bands. (Learning the code is 
fun if there is some incentive to study; and 
a room-to-room CW intercom will work 
wonders with harmonics who might 
otherwise be reluctant to practice.) 
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Integrated Circuit Audio Filter 

John J. Schultz, W2EEY/DL 



One item that has been used in innumer- 
able pieces of amateur equipment and 
accessories over the years is an audio filter. 
Such filters, particularly if they were used 
for audio selectivity purposes, could get to 
be very elaborate and large with multiple 
section designs. It was probably only 
inevitable that the current stream of 
progress toward the micro-miniaturization 
of electronic components would also reach 
audio filters. However, the miniaturization 
of audio filters that has been achieved is 
not just simply a miniaturization of 
inductors and transformers. None of these 
components are used in the audio filters to 
be described, and these integrated circuit 
filters offer adjustment versitility that could 
never be achieved with inductors. Such filters 
open up the possibility for the construction 
of numerous compact pieces of accessory 
equipment that can be used to improve the 
operation of receivers and transceivers. 



Background 

Many attempts have been made to do 
away with the use of inductors in filters 
both because of size and cost factors. Some 
of these attempts date back quite a few 
years and all revolve about the use of rc 
networks in place of inductors. For in- 
stance Fig. 1(A) shows an rc high-pass 
filter. As the frequency of the input signal 
increases, the reactance of the capacitors 
decrease and more voltage appears across 
the output. Fig. 1(B) shows a low-pass 
filter that works in a similar manner. If 
you combined the filters, using an amplifier 
for each, you could form a bandpass filter. 
You could also combine various forms of 
rc networks to form notching or peaking 
filters, as shown in Fig. 1(C). Such filters 
by themselves, of course, are crude and 
provide poor selectivity. Usually such filters 
are used together with amplifier stages to 
compensate for the filter attenuation and 




A vievu of an encased WM3A filter and one with part of the casino removed to show the 
Internal hybrid integrated circuitry. The encased filtor moasures only 8/10" x 7/10" and 
is about 3/16" thick. Photo courtesy Western Microwaue. Los Gatos CA 95030. 
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Fig. 1. Basic re networks allow filter cir- 
cuit* to ba built without the use of 
Inductors. High-paw circuit (A), low-pess 
circuit (B), and notching and peaking 
circuits (C). 



also in feedback arrangements so the filter 
circuits are not loaded down. Unfortun- 
ately, by the time you combine sufficient 
discrete component rc networks and tran- 
sistor amplifier stages to have the rc filter 
duplicate the performance of an inductor 
network, the rc filter can be as large and as 
costly as the latter. The advent of 
integrated circuits has changed all that, 
however. High gain amplifier circuits and 
multiple rc networks can be incorporated 
in one physically compact unit. 

The block diagram of the integrated 
circuit filter is shown in Fig. 2. Three 
multi-transistor operational amplifiers and 
the necessary rc networks in a feedback 
arrangement are combined in the hybrid 
filter unit. Three external resistors arc used 
and can be manipulated to change the 
operational characteristics of the filter. One 
can see some of the filter components in 




Fig. 2. Block diagram of the Western Micro- 
wave WM3 filter. ALL of the blocks shown 
are conteined in the single filter unit 
shown In the photogreph. Eech amplifier 
Is. In fact, a seperate integrated circuit 
amplifier. The 
terminal connections. 
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Fig. 3. The WM3 filter can be usi 
((A) and (HI I to function as a low-pass or 
hugh-pass filter or in conjunction with e 
postampllfier 1(C) and (D)l to produce a 
steeper slope at the cutoff frequency. 
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the unencased view of the filter in the 
photograph. The encased filter measures 
0.8 inches x 0.65 inches x .15 inches thick. 
The surface area is about that of a 25 cent 
piece, and it is hardly any thicker. 
Performance 

The filter really begins to shine when 
one investigates its performance possibil- 
ities. It can be used as a high-pass filter, 
low-pass filter, peaking filter, notching 
filter, etc. The center frequency can be 
adjusted as desired by an external potentio- 
meter as well as the Q if desired. The unit 
can also be set up so you can switch select 
a variety of different filter effect outputs. 

Graphs portray the performance of this 
type of filter best. Fig. 3 illustrates the 
output versus frequency characteristic of 
the filter in several low-pass and high-pass 
circuits. The filter can be used alone for 
these functions, or its output used to drive 
another ic operational amplifier power 
stage to further increase the slope of the 
frequency response at the cut-off fre- 
ijucncics. 

Fig. 4 shows the filler used as a peaking 
or notching filter. Note the extreme 
sharpness of the response at the nominal 
center frequency of 1 khz. Actually, both 
the center frequency as well as the 
sharpness of the filter response can be 
tuned by making various of the external 
resistors variable as shown in Fig. 5. Thus, 
the center frequency of a nominal lkhz 
filter can be tuned from about 500 to 
1500 cycles. The Q can be varied from 
about 1 to a maximum of 100. 





— 'KEOUfMC* IHll 



Fig. 4. The extremely sharp peaking and 
notching characteristics of the filter make 
it ideal for use as an cw selectivity device. 
The. peaking and notching frequencies can 
be tuned from 500 to 1500 cycles. 



As might be imagined from looking at 
the arrangement of the external resistors 
and the output terminals used for each 
specific application of the filter, you can 
devise various switching arrangements to 
select different outputs, different specific 
center frequencies, etc. The possibilities in 
this direction are pretty well only limited 
by your imagination. Fig. 6 shows one 




Fig. 5. The ubovo graphs indicate how by simple external potentiometer 
control, the frequency as well as the Q of the filter can be varied. 
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FiQ. 6. The above diagram illustrates how 
the filter can be used to simultaneously 
produce different output characteristics. Bf 
and Rg are chosen according to Fig. 5. 



simple circuit which provides simultaneous 
or switch selected different output possibil- 
ities. 



The type of filter described is available 
now from firms such as Western Micro- 
wave. The price of such a filter— about S30 
depending upon the type of casing used- 
will restrict its use in amateur equipment 
until greater sales will invariably bring the 
price down to that of regular integrated 
circuits. However, even though one may 
not be using such a filter tomorrow, such 
filters will be the type of component that 
will become common in amateur equip- 
ment as the micro-miniaturization of com- 
ponents for use if communications circuits 

continue. „„„„„ 
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Integrated Circuit 6 Meter Converter 
Edward Levy, WB4KMB 



At the present time, amateur 6-meter con- 
verters are built around nuvistor tubes or 
field-effect transistors. The former requires 
a b-supply in the order of 100V and 
filament power: both types usually require 
neutralization, which is tedious and re- 
quires additional components. 

The 6-meter converter described in this 
article uses an integrated circuit in the 
front-end, eliminating the need for neutral- 
ization and yielding far better gain charact- 
eristics than the nuvistor or all-FET 
counterparts. 




Circuit Description 

This converter uses a CA3028A integra- 
ted circuit in the rf amplifier, which is 
connected in cascode configuration. The 
cascode circuit behaves as a pentode tube, 
and thus prevents tendencies toward oscilla- 
tion. These tendencies are further reduced 
by using toroidal coils, which prevents 
generation of stray magnetic fields and 
eliminates the need for shielding the input 
from the output tank circuits. 

The amplified 6 meter signal is mixed at 
the gate of a 2N3819 FET mixer with the 
local oscillator signal, generated by a 
crystal controUed 2N38I9 FET overtone 
oscillator operating at 49.5 MHz This 
produces a difference frequency of 1 .0 MHz 



which is in the middle of the broadcast 
band, making the converter ideal for 
mobile applications. If a 7 MHz difference 
frequency is desired, a 43.5 MHz crystal Is 
used and the 3900 pf capacitor is the 
mixer drain tank circuit is changed to 100 
pF 




The converter has a gain of 36 dB up to 
the mixer drain tank circuit. However, 
since the tank circuit is high impedance, a 
link coupling must be used to match to the 
receiver input impedance, which is usually 
in the order of 50 ohms. The link consists 
of three turns of no. 22 wire around the 
mixer drain tank coil. Matching losses are 
unavoidable, but a gain of 24 db can be 
achieved without much difficulty. Typical 
bandwidth is 100 kHz. 

Alignment 

With a VTVM connected at the oscilla- 
tor gate, tune the oscillator tank circuit for 
maximum negative voltage. Remove the 
VTVM, and connect an oscilloscope at the 
mixer drain terminal. With almVSO.S MHz 
signal connected at the input, tune the 
output tank circuit of the rf amplifier for 
maximum signal. The signal at the mixer 
drain terminal should be sinusoidal, at a fre- 
quency close tol MHz if it is not sinusoidal, 
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Fig. 1. Schematic 

detune the oscillator plate tank circuit slight- 
ly. Now tune the mixer drain tank circuit for 
maximum signal, and tune the rf amplifier 



input and output tank circuits for maxi- 
mum signal. 

Construction Details 

The converter was built on a piece of 
aluminum, with teflon sockets and termi- 
nals used for mounting components, al- 
though if built on a punched phenolic 
board with standard terminals the circuit 
will work as well. The only precautions to 
observe are making the connections as 
short as possible and to keep the coils well 
separated from each other. 

The toroidal coils are not visible in the 
photographs because they are mounted 
under the trimmer capacitors. 

The converter costs less than J20.00 in 
parts and outperforms by far many of the 
commercial units that are presently avail- 
able for almost twice the cost. 
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Digital Counters 
Robert Suding, WOLMD 



"Your frequency is 3637.490 kHz, OM. 
Would you please move 10 Hz higher to get 
on the teletype auto-start frequency?" 

You'll never hear this on the ham bands? 
Wait 'till you contact me! 

Ever dream of building a receiver/trans- 
mitter, or maybe an rf signal generator that 
would give a digital readout of frequency to 
the nearest hertz? Well, just you read this 
article about the digital indicators, and put a 
little tin on your dream rig. 

In building such a project as this, there 
are 4 main considerations that must be kept 
in mind: 

1) Usages, actual and possible. 

2) Reliability ( bulb burnout, etc.). 

3) Component availability (readout In- 
dicators, transistors, integrated cir- 
cuits, resistors). 

4) How complex; number of parts, amount 
of wiring (transistors vs integrated cir- 
cuits). 

Having come this far, I now wish to show 
you the different ways you can get a 0-9 
number, then discuss various driver circuits 
to light up your chosen indicator. 
Numbered Light Bulbs 

The simplest of all digital displays would 
be those of either Fig. la or lb. Fig. Is is 
merely a piece of clear plastic painted black 
on the front except where the number is. 
Lamps are placed behind each number, and 
shielded from showing through to the adja- 
cent number. 

Fig. lb shows a similar method, only the 
light bulbs were encapsulated in plastic and 
little plastic letters were glued over the top 
of the appropriate bulb. Other arrangements, 
such as bulbs in a circle, etc., are also a 
possibility in this general type. 

Advantages: Low cost -only the ten 
bulbs and a little plastic- 



need be bought. Sim- 
plicity. 

Disadvantages: Relatively short bulb life; 

small image, necessitating 
close reading; Out of line 
reading of long numbers, 
making the reading slower. 




Front view of my digital froquencv counter 
with a range of 50 Hz to 100 kHz and 
beyond, with a readout of 1/10 of a cyclo. 
Projected image typo of readouts ore shown, 
driven by 5 digital decoder #2's. 



Light Bar Matrix 

Fig. lc shows a system used by the 
Simpson III digital voltmeter and others, 
which presents several advantages while add- 
ing a few disadvantages too. 

Seven lights are placed so as to form 10 
distinct numbers by lighting up various 
combinations of light bars. To get a "1", bar 
C & F are lit; "2" has bar A, C, D, E, & G lit 
to give 2; "3" has bar A, C, D, E, F, & G lit 
to give 3; "4" has bar B, C, D, F, & G lit to 
give 4; ' 5" has bar A, B, D, F, & G lit to give 
5; "6" has bar A, B, D, E, F, & G lit to give 
6; "7* has bar A, C, & F lit to give 7; "8" 
has all bars lit; "9" has all bars lit except E 
to give 9; "0" has all bars lit except D to give 
0. 
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These lights may take a number of forms. 
They may be a piece of plastic backlighted 
to give a bar on the front. Another possi- 
bility is to use long lamps similar to those 
used in car dome lamps, only with low 
amperage. Kven Nli-2 neon bulbs may be 
used, along with high voltage switching 
transistors. 

Advantages: Larger Number 
Brighter number 
Inline reading of long num- 
bers 

Cheaply made in compar- 
ison with commercially 
available readouts. 
Disadvantages: Proper lamps difficult to 
find. 

More difficult assembly as 
compared to simple num- 
bered lights. 

Brightness varies according 
to number of bulbs lit. 
More current is drawn due 
to a number of lamps being 
lit. 

Electronic driver circuit is 
more complex, though not 
much more expensive. 

Edge Lighted 

Some manufacturers have produced dig- 
ital readouts which consist of 10 concentri- 
cally placed pieces of plastic, each with a 
number placed on it which is edge lighted to 
show the desired number. An example of 
this type is the readout sold by Radio Shack 
Corp. for S9.95. 

Advantages: Very compact 

Well formed number 
Inline reading of long num- 
bers. 



Disadvantages: Dimmest of all displays. 

Small angle of vicwability. 

Projected Image 

This system consists of 1 2 light bulbs, 0-9 
and + and -, which arc projected on the back 
of a ground glass screen. Various bulbs may 
be used to achieve different levels of illumi- 
nation. A §44 bulb will give the most 
brilliant display, but it requires a rather high 
current from the switching transistor, 250 
mA. On the other hand, an 1819 bulb @ 40 
mA is rather easy on the transistor, but is 




Top view, showing how I mounl the various 
decoders. Section at back left is the crystal 
oscillator and gating circuitry. Not shown, 
but beneath this section aro tho 24 flip-flops 
in the ' divide by one million" section. 



quite dim, having a relative character bright- 
ness of 15 as opposed to 145 for the #44 
bulb. 

By reducing the voltage 10%, bulb life of 
3000 and 1000 hours, respectively, will be 
increased 5 times, for 15,000 hours for the 
§44. Relative brightness will be cut in about 
half. The popular #47 at 150 mA wUl 
perform at about 'A the brilliance of the §44. 

Cost of these units varies considerably. 
New ones run in the neighborhood of S30 
each. However, various surplus stores do 
have them at prices from $6 to S10, the 
former being about the most that I would 
pay. At that price, a bank of 5, as I myself 
use, makes a very attractive display unit for 
$30. 

Advantages: Nice looking image 
Ease of mounting 
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Fig. 2. Digital decoder #1. Reset to 0 by 
momentarily placing +3.6 v on reset line. All 
resistors of a similar function are We same 
value. 



Simple and cheaper driver 
circuits 

Low cost (if surplus) 
Inline reading of long num- 
bers 

Disadvantages: Bulb burnout 
Bulky 

Nixie Tubes 

These readouts are a gas filled, cold 
cathode type tube. They are somewhat 
similar in basic idea to a w tube or a neon 
tube, cnly they display a given number 
depending on which of a number of cath- 
odes is hooked up to negative voltage. When 
this happens, the gas around this element 
ionizes and glows. Prices on these devices 
vary according to size and construction. 
Units of interest to amateurs run from S8 to 
S30 in price, the S8 one looking like a 
miniature tube, giving numbers .6" high. 
These units require special sockets running 
about SI apiece. I have seen Nixie tubes on 
the surplus market as low as $3 apiece. For 
information, write to: Burroughs Corp., 
Electronics Components Division, Plainfield 
NJ 07061. 



Advantages: 
hours) 



Disadvantages: 



Very long life (200,000 

Bright and easy to read 
Compact 

Wide angle of viewability 
Simple driver circuit 
Different sizes available 

i: 

Require power supply of 
about 200V 

Special circuit needed for 
dimming 

(I don't like their red 
colored number.) 

Pixie Tubes 

These are units similar to the Nixie, but 
instead of seeing a relatively large number lit 
up, a small number is visible through a 
perforated plate above the lit-up cathode. 
The advantage of these units over the more 
common Nixie lies in the fact that they are 
much cheaper, costing only $5 new, and 
much less surplus. The main disadvantage is 
that the number images are so small, about 
3/16", that it is very difficult to read them 
at a distance greater than 6 feet. Besides this. 
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Top view ol digital decoder #2. At the top 
ere the IC end 2 treniiitor gates. In the 
middle ore the other gates. At the bottom 
are the drivers. 




Bottom view of digital decoder #2. 



a long number would be read slower due to 
the individual digits out of line. 
High Vacuum Readouts 

Though similar to a Nixie, these are tubes 
which project an image quite similar to the 
way a CRT works. For more informa- 
tion, write to: Industrial Electronic Engi- 
neers, jnc. 7720 Lemona Ave., Van Nuys 
CA 91405. This company can also give you 
more information on the projected image 
type readouts, which they make. 

Advantages: Long life if brilliance 
reduced 

Other advantages of the 
Nixie 

Can be dimmed by a sim- 
ple circuit 



Top view of digital decoder #1. At the top 
ere the S flip-flops. The 2nd row has the 
900 driver at the left, and the other 5 IC's 
ere the 914's. The other transistors are the 
drivers. At the left is a digital displav which 
consists of 10-IC49 light bulbs encapsulated 
in plastic. 




Bottom view of #5. 



Disadvantages: Hv supply of 1-3 kV 
required, plus l.lV fila- 
ment supply 

Smaller image and slightly 
higher cost than the Nixie. 

Digital Drivers 

So that you can arrive at the desired 
digital signal to your selected type of read- 
out, you have 3 items to consider now. 

First, you must have a set of flip-flops 
which will have 10 different states, and then 
start over. There are a number of different 
ways to hook up 4-6 flip-flops and addi- 
tional gating transistors to achieve this. In 
this article, I have selected 2 ways as being 
the simplest to work with. 

Secondly, you must select the outputs of 
the flip-flops and steer the proper voltage to 
the driver stage, which comprises the third 
part of the whole digital decoder. 
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Two Pixier indicators, 
keyboard. 



mounted on some 




An edgelit indicator showing internal con- 
struction. 

Digital Decoder #1 

This decoder needs 31-41 parts: 5-JK 
flip-flops (Fairchild 923 IC); 1 -Driver/ 
Buffer (Fairchild 900 IC); 5 -Dual 2 input 
gates (Fairchild 914 IC); 10-IK-1.5K V4 
watt resistors; 10-10K-30K Vi watt resistors 
(only if Nixie/Pixies used); 10-Driver xstrs 
(Surplus NPN, or, if Nixie/Pixie used, hv xstr 
as Fairchild 2N3S68) 

Cost: S20 if you use Nixie/Pixies and buy 
the resistors; $12 is you use lamps and have 
the resistors. 

Wiring time: about 6 hours from start to 
finish. 

To build this circuit, a great deal of care 
is necessary to avoid errors. The way that I 
wire them is to put all of the ICs in the 
order shown in the diagram, then wiring the 
common pins, 4, 8, and 6 of the 923's. Next, 
wire the common pins of the driver and 
gating transistors and ICs. After this, put in 
the resistors and complete the wiring except 



the wiring of the 914 decoding gater which 
is the last to be wired and the most prone to 
error. 

As you can see in the parts list, there are 
a few different ways to build this decoder. If 
you plan on using the Nixie/Pixie type of 
indicator, then you will need to use such 
transistors as the Fairchild 2N3568 or others 
with a 60V or more collector-to-emitter 
voltage rating. The 60V line and 10 
resistors to the driver transistors is only 
necessary when Nixie/Pixies are used also. 
Fig. 3a shows how to hook up lamps to the 
decoder, and 3b shows how to hook up 
Nixie/Pixies. 
Digital Decoder #2 

This is the unit which I use in my 
present digital counter. It has only 4 ICs, so 
cuts down on the cost of the unit, but uses 
22 NPN computer transistors, which, while 
cutting down on the cost, adds to the 
complexity. 

Parts used are as follows: 4-JK flip-flops 
(Fairchild 923 IC); 22-NPN switching tran- 
sistors (Surplus computer); 2-2. 7K !6 watt 
resistors; 5-470-6800 Vi watt resistors; 
10-4.7K-6.8K Vi watt resistors; 
Vi watt resistors. 

Cost: Well under $10. 

Wiring time: About 6 hours. 




Fig. 3. 3e> How to hook up lamps to the 
decoder; 3b) How to hook up Nixie/Pixies. 

As you can see, there is a definite cost 
advantage to decoder #2, if you can come by 
the transistors and resistors cheaply. I find 
the wiring of decoder #2 easier, due to less 
wires in the decoder, which is the most 
confusing part. Should you desire to use 
decoder #2 with Nixie/Pixie readouts, then 
change the driver transistors to hv types, and 
add a 10 -30 k£2 resistor to each driver's 
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Fig. 4. Digital decoder HI. All resistors of a 
similar function are the same velue. To reset 
to 0, place *3.6 v on reset line momentarily. 

collector from a +60V source, as in 
decoder fl. Please note on the decoder #2 
diagram, Fig. 4, that the outputs are not in 
numerical order. This is due to the fact that 
the ICs are in a biquinary count configura- 
tion, which means that they count to 5 
twice to reach 10, then start over. 
Digital Decoder #3 

This particular unit is made up of either 
of the two preceding decoders plus a diode 
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F ig. 5. A simple count checker. 

matrix to drive the 7 light bars. As it is 
rather involved, I am not including it here, 
but those interested may obtain the sche- 
matic by sending me a SASE. The cost will 
approach SIS to $25, depending on parts 
availability, and the construction time will 
be about 10 or more hours. 
Count Checker 

A simple count checker which can be 
used to see that everything is counting 
correctly is shown in Fig. S. Before you 




hook up the counter to read a multidigit 
number, make sure you have each digit 
counting correctly! 
Improved Input Sensitivity 

Fig. 6 shows the addition of an emitter 
follower to my original input circuit; this 
considerably improves the low frequency 
performance. 

UlaliCe. 

Digital Frequency Divider 

As many have mentioned to me regarding 
the binary counter, it would be a shame to 
depend on the 60 Hz line frequency for a 
timing standard for such an accurate instru- 
ment as a digital counter. Therefore, I am 
now using a 100 kHz crystal as the standard. 
Fig. 7 shows that I am using one of Jim 
Fisk's little crystal circuits into a 914 mono- 
stable pulse shaper. This in turn drives 24 




Fig. 6. Addition of an emitter follower to 
original input circuit of the binary counter. 
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Fig. 7. 

923 flip-flops hooked up as 6 "divide by 10" 
frequency dividers. This results in a "divide 
by one million," giving me a final output 
frequency of one hertz in ten seconds. Using 
this to trigger the count controller and gate, 
I take a count of all pulses in 10 seconds, 
thereby giving me an accuracy to one tenth 
of a hertz. The decimal point is inserted as 
hertz. The decimal point is inserted as 
shown in the picture. Various other frequen- 
cies are tapped off the divide by one million 
set of flip-flops to achieve other values of 
counts. This is described in my previous 
article. 



frequency divide section which will give you 
the desired accuracy, say 100 Hz. This will 
require a divide-by-1000 section, or 12 
flip-flops. Now you can read out the fre- 
quency of thai vfo to, say, 7034.8 Hz. How 
about 20, 15, and 10? Simple too! for 20 
meters, add one more flip-flop to the 1000 
divider to get 50 Hz. This way, you get 
double the count, or 14069.6 Hz. For 15, 
add a divide-by-3 to the divide-by-1000 to 
get 21,104.4 Hz. For 10 meters, add two 
divide-by-2 for a divide-by-4. . Exciting? 
Certainly is! Accurate? Just as accurate as 
when you zero that 100 kHz crystal with 
WWV. Of course you don't have to read out 
the whole number, but can read out the last 
3 or 4 only, since you should know your 
frequency to within a megahertz. Where do 
you do from here? Well, I've given you some 
ideas on the fundamentals. The rest I leave 
to you. 

. . .W0LMD 




Top view of the 24 923'j in the ' divide bv 
one miriion" section. 



Flip-flops 

A number of people have inquired about 
other types of ICs which might be used. 
Suppose that you wanted to count up higher 
in frequency. To do this, you would have to 
change the time constant of the input shaper 
by putting in a smaller condenser, and then 
using higher frequency IC s Say you wanted 
to read the output of a 7 MHz vfo. Simple. 
Use Fairchild 926s (freq. to 8 MHz as 
opposed to 2 MHz of the 923). Make a 
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Unique Digital TTY Accessories 
J. A. Murphy, K5CBA 



This article describes three accessories 
for the RTTY station. The first is a re- 
generative repeater; you put highly distort- 
ed, biased signals in one end and get nice, 
clean, properly timed signals out the other. 
The second forms the basis of an electronic 
stunt box; it performs the "cleaning up" 
function of the first, plus converting the 
serial TTY signal to a 5-line parallel signal 
which can be used to perform various 
functions on receipt of a specified group of 
characters. The third performs all the 
functions of the first two plus speed 
conversions; with this little goodie you can 
put 100 wpm gears in your machine for 
copying the commercials and use the speed 
conversion function to operate at 60 wpm 
on the ham bands. 

In order to understand the operation of 
these three devices, let's take a moment to 
review the manner in which a TTY printer 
decodes a signal. The start element of the 
code drops the selector magnet, initiating a 
mechanical timing cycle. Five times during 
this cycle the machine mechanically 
"samples" the condition of the selector 
magnet and positions the code bars accord- 
ingly. In a 60 wpm machine these samples 
are 22 ms apart and about 4.4 ms long. The 
length of time between the beginning of 
the start element and the first sample can 
be varied with the range adjustment. With 
the range control set at 60 the samples 
occur 33 ms, 55 ms, 77 ms, <><) ms, and 121 
ms after the beginning of the slart element. 
The Regenerative Repeater 

The Regenerative Repeater 

The repeater electronically samples the 
TTY signal in much the same manner as 
the printer. A start element initiates a 
series of seven sampling pulses. The input 
signal is sampled in the middle of the start 



element, in the middle of the five signal 
elements, and I I ms into the stop element. 
The condition of the signal at the time of 
each sample is loaded into a flip-flop 
memory where it is stored until the next 
sample is taken. Thus, the output of the 
flip-flop is a perfectly timed TTY signal, 
delayed 1 1 ms from the input signal, with 
signal element's corresponding to the condi- 
tion of the input at the time of sampling 
(see Fig. I). After the stop element is 
sampled, the circuit resets and waits for the 
next start element. 

The logic required to perform these 
functions may be implemented in many 
different ways. The diagrams included here 
show 803 series DTL integrated circuits. It 
should be noted, however, that the same 
functions could just as well be accom- 
plished with RTL, TTL, ECL, or HTL ICs, 
discrete transistors, or even tubes or relays, 
to name a few! with this series of DTL a 
high logic level is approximately +5V and a 
low logic level is approximately ground. 

Referring to the logic diagram of Fig. 2 
and the timing diagram Fig. 3, a start 
element (space) puts nor gate U4 input pin 
I at a low level, forcing output pin 3 and 
inverter U5 input pin I high. Output U5 
pin 2 goes low, starting the 91 Hz synchro- 
nous clock. 

"Synchronous clock" is simply a high- 
powered term for an oscillator that can be 
turned on in an orderly fashion; that is, the 
first cycle after the start command has the 
same period as all the following cycles. A 
simple oscillator of this type is shown in 
Fig. 4. It produces a series of narrow 
positive-going pulses at I 1 ms intervals, the 
first occurring I 1 ms after the input goes 
low. 

The clock output drives divider flip-flop 
U3, the output of which is a square wave 
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with a period of 22 ms. Nand gate U4 picks 
out every other clock pulse and drives 
inverter U5 input pin 3. The signal at U4 
pin 4 is the string of positive going sam- 
pling pulses. The first of these pulses causes 
JK flip-flop U3 output pin 6, which has 
been high until now, to go low. As long as 
the K input, pin 3, of this flip-flop remains 
low the following sample pulses will have 
no effect on its output. The low output at 
pin 6 goes to nor gate input U4 pin 2, 
causing the timing cycle to continue re- 
gardless of the signal at the input. Note, 
however, that this happens only after 1 1 
ms of continuous spacing signal. This 
means that a spacing condition must exist 
at the input for at least 11 ms to initiate a 
timing cycle. This provides protection 
against noise on the signal line. 



The first sample pulse also loads the 
start element into output flip-flop Ul pin 5 
and causes the counter outputs, Ul pin 9, 
U2 pin 5, and U2 pin 9 to step from all 
(1U), the reset condition, to (Hll). The 
second sample pulse loads the first signal 
element into the output flip-flop and steps 
the counter to LHL. This process continues 
for pulses three through six. At this time 
the last signal element has been loaded into 
the output flip-flop and the counter out- 
puts are LHH. This makes both U4 pin 9 
and U4 pin 10 high, so U4 pin 8 and U5 
pin 9 go low. Inverter output U5 pin 8 JK 
flip-flop U3's K input, pin 3, go high. The 
next sample pulse, which loads the stop 
element into the output flip-flop, also 
causes JK Hip-flop output U3 pin 6 to go 
high. This, together with the condition on 
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Fig. J. Simplified liming diagram for regenerative 
repeater. 
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Fig. 2. Logic diagram for regenerative repeater. 
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up with marks so that 13.5 ms after the 
last signal clement is sent to the printer the 
output goes to a marking condition and 
stays there until the next character arrives. 

To convert the 100 wpm output of the 
keyboard to a 60 wpm input for your 
keyer it is only necessary to reverse the 



input and output leads of the converter 
and switch the clock frequencies from l »l 
Hz and 74.2 Hz to 148.4 Hz and 45.5 Hz. 
Of course, the keyboard may only be 
operated at typing speeds up to 60 wpm, 
but that shouldn't cramp the typing style 
of too many of us! 
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Understanding and Using 
Integrated Circuits 

Rbt. A. Hirschfield, W6DNS 



The transistor was born amid predic- 
tions that vacuum tubes would soon 
disappear; then, some ten years ago, the 
first integrated circuits led to speculation 
that both tubes and transistors would be 
replaced. While neither of these predictions 
has yet been completely fulfilled, the last 
few years have seen substantial shifts 
towards exclusive use of ICs. It is becoming 
increasingly profitable for equipment 
manufacturers to substitute inexpensive, 
complex "subsystems" for the array of 
components formerly used, eliminating at 
the same time much of the assembly work. 

For amateur radio, particularly the 
"homebrew" man, the wide availability of 
cheap ICs opens up new possibilities. 
Commercially built ham equipment should 
simultaneously improve in performance 
and decrease in cost. As spectrum space 
becomes more precious, and more sophisti- 
cated modulation methods become neces- 
sary, ICs will allow uncomplicated design 
and construction of transmitters and 
receivers which would have 6ncc caused 
casual weekend experimenters to give up in 
despair. 

What Is an Integrated Circuit? 

There's no reason to be mystified. An 
IC is simply a garden variety transistor 
circuit, in which a number of transistors. 




Fig. 1. An NPN transistor as two back-to-back 
diodes. 



diodes and resistors have been made at the 
same time, by photographically and 
chemically treating a piece of the base 
transistor material - silicon. The IC, or 
microcircuit, is a natural outgrowth of the 
process used to make single transistors, so 
let's use the transistor as an IC primer. In 
its simplest definition, the NPN transistor 
of Fig. 1 consists of a forward-biased diode 
(emitter-base junction), and a reverse- 
biased diode (collector -base junction), 
which can be made from a slab of silicon 
by "diffusing" P- or N-type chemicals, in a 
high-temperature furnace, into selected 
regions of the slab. 

Assuming that we start with a slab 
already containing N-type chemicals, Fig. 
2A, and chemically "grow" a thin layer of 
glass (silicon dioxide) on top, the glass 
layer is now a shield against penetration of 
the slab by other chemicals. Using the same 
kind of photo-etching techniques used in 
the making of newspaper type and photo 
plates, we make a "window" in the protec- 
tive glass, Fig. 2B, and then place the slab 
in a furnace containing P-type chemical 
gases. The result is Fig. 2C, a "diffused" 
region under the window in which the 
majority of atoms are now P-type. plus a 
rcgrown layer of glass over the window. A 
second window, smaller than the first, is 
opened, and the process is repeated in an 
N-type furnace, giving the structure of Fig. 
2D. Windows are then opened, and con- 
tacted by a thin layer of aluminum, for 
each of the three regions in the slab. Fig. 
2E. Attached to wires, and brought outside 
a can enclosing the slab, these three regions 
become the collector, base, and emitter. 
We now have an NPN transistor! 

Why make just one transistor? Why not 
use a photo-etching process that makes 
many transistors, side by side, on the same 
slab? This is in fact how most single 
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Fig. 2. Construction of a silicon NPN transistor 
(cross-section view). 



transistors are made today. Starting with 
one N-type collector region, many bases 
and emitters arc diffused, with the resul- 
tant thousands of transistors, being cut 
apart afterwards and put in individual 
packages. 

Suppose we want to build other 
components - for example, a resistor - 
using the same processing steps employed 
in making transistors. Why not use the 
built-in resistivity of the chemically treated 
silicon as a resistor? And why not cut apart 
the transistors in interconnected groups, 
rather than into individual pieces? One 
problem exists: isolating one element from 
another. Remember, in a slab, or "wafer," 
of NI'N transistors, all collectors are in one 
region, and are thus shorted together. The 
solution is a fourth, P-lype region, separ- 
ating each transistor or resistor region (Fig. 
3). If we bias this "isolating" region so that 
it always forms a reverse-biased P-N junc- 
tion with everything it surrounds, each 
"component" in the 1C will be effectively 
isolated by a nonconducting, open diode. 
We can now form any combination of 
transistors, resistors, and diodes we like, 
simply by choosing which "windows" we 
open at each step in the fabrication pro- 
cess. 

What Are the Advantages of ICs? 

Economy - Since we must go through 
the photochemical process to make tran- 
sistors anyway, it costs very little more to 
make several of 'hem; putting many tran- 
sistors in one package is more economical 
than separating them. In the long run, an 
IC gives a lower "cost per transistor" than 
a discrete transistor circuit. 

Ease of Use - Most of the signal pro- 
cessing and dc biasing is done within the 
microcircuit, so less wiring is needed to 
bring signals in and out of individual 
transistor stages, or to interconnect bias 
voltages. 

Performance - As we've seen, there's 
nothing magic about the individual transis- 
tors used in an IC; if anything, they -may 
not be quite as good at high frequencies as 
their discrete counterparts, because of the 
capacitance to the "isolation" region. Their 
real advantage in performance is that we 
are no longer limited to designing circuits 
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This photomicrograph of an IC rf amplifier shows NPN transistor elements (T), diodes (D), resistors (R) 
and the wire bonding pads (W). 



to use a minimum number of expensive 
transistors; we can design a better circuit 
that uses four or five times as many 
transistors, at less total cost than the 
discrete circuit. Moreover, interstage 
coupling and capacitance is much less of a 
problem than with "discretes," because of 
the microscopic lead lengths between com- 
ponents. Finally, because all parts of the IC 
are made simultaneously, by accurate 
photographic techniques, excellent com- 



ponent matching is guaranteed. For this 
reason, integrated circuits are available 
which simply are impractical using single, 
hand-matched transistors and resistors. 
What Are the IC's Limitations? 

Large Component Tolerances — 
manufacturers, despite their most careful 
controls, cannot prevent a wider variation 
in resistance, transistor beta, etc., than 
would be allowed in conventional circuits. 
A 1 kfi resistor might well be 750 kS2 on 




Fig. 3. Cross-section view of an IC, showing two NPN transistors and a resistor. 
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Fig. 4. Lateral PNP (cross section). 



units from a given production run. and as 
high as 1 .25 kfi on the same type of device 
from a different run. This was considered a 
problem in the early days of ICs, but 
designers soon discovered circuit tech- 
niques which overcame uncontrolled toler- 
ances. While value of monolithic elements 
varies from run to run. the ratio of 
adjacent components is very accurately 
controlled. For this reason, mosl ICs are 
designed to rely mainly on ratios, rather 
than component values. 

Limited Types of Components Since 
the basis for the IC process is the same as 
that used for NPN silicon transistors, we 
might expect NPNs to be the best com- 
ponents resulting from that process. 
Adding resistors, diodes (which are really 
transistor base-emitter junctions), and 
zener diodes (which arc reverse-biased 
base -emitter junctions), there is a much 
more limited selection of practical com- 
ponents available to the IC designer than 
with conventional circuits. Capacitors of 
any reasonable value take up too much 
chip space, which increases the ICs cost. A 
0.01 l£P capacitor, made either by using 
the capacitance of a large, reverse-biased 
PN junction, or by using the "glass" layer 
as a dielectric, with a metali/ed top plate 
would be several times larger than the 
largest ICs commercially made today. 
Thus, when a capacitor is needed for an IC. 
it must be placed external to the IC itself. 
In an attempt to minimize the number of 
external capacitors, many new ICs depart 
from the usual RC-coupled interstages, and 
are instead completely direct-coupled. 



Similarly, inductance on a chip is 
impractical, so that ICs designed for tuned 
amplification generally require external 
tuned circuits. 

While PNP transistors are used, they are 
not capable of nearly as good performance 
as NPNs. since the chemical processing is 
not optimized for them. Two types of PNP 
are available: the lateral PNP (Fig. 4) and 
the substrate PNP (Fig. 5). The lateral PNP 
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Fig. 5. Subslrale PNP (cross section). 



uses the NPN collector region as base, with 
P-type emitter and collector formed by 
two adjacent diffused-base regions. Current 
flows sideways, or laterally, from emitter 
to collector. Since the width of the base 




1 

Fig. 6. The "Parasitic" collector-substrate diode. 

region is much wider than used for an 
NPN. the lateral PNP has poor frequency 
response and a low beta. Thus, lateral PNPs 
are not used as gain stages, but only as dc 
level shifters, where necessary. The sub- 
strate PNP uses the same type of emitter 
and base as the lateral; however, its col- 
lector is the P-type isolation region, or 
substrate, which limits the usefulness of 
this transistor, since its collector is always 
grounded, and its characteristics as poor as 
those of the lateral PNP. 
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Medium-power NPN transistors are now 
practical; they take up a great deal of chip 
area because of the need to spread their 
dissipation over a larger region. Their col- 
lector saturation resistance is not as good 
as very inexpensive "discrete" power tran- 
sistors, because 1C collector contacts are 
necessarily made from above, while ordi- 
nary power transistors, which don't have 
isolation regions, have bottom collector 
contacts, with a shorter current path, and 
hence lower resistance. For most practical 
designs, an IC can handle power outputs to 
a watt or so, but must drive an external 
power transistor to obtain power levels. 
This also keeps IC power dissipation within 
the limitations of its small package. 

Parasitics - Here is where the actual 
characteristics of an IC depart in unex- 
pected ways from those of the same circuit 
in discrete form. The culprit is the P-type 
isolation region, which separates the 
various IC elements; it is a reverse-biased 
PN junction (Fig. .6), which is assumed to 
be an open circuit. But such a junction 
produces a parasitic shunt capacitance 
from NPN collector to ground, which can 
deteriorate high-frequency performance of 
the IC. While IC schematics rarely show 
this PN junction, it must be remembered 
by the user who applies supply voltage 
other than those recommended; since the 
substrate is commonly connected to the 
most negative point in the circuit, normal 
operation does indeed keep it reverse- 
biased, but an attempt to operate an NPN 
collector more negative than this voltage 
will forward-bias the junction, drawing 



possibly destructive currents. Finally, this 
seldom-mentioned junction can produce 
undesired substrate PNP action, or even act 
as an SCR. 

Recalling that one definition of a tran- 
sistor is that it contains a forward-biased 
and a reverse-biased junction, it can be seen 
that if the collector-base junction of the 
NPN is inadvertently forward-biased, it will 
form the base-emitter junction of a sub- 
strate PNP whether we like it or not. 
Moreover, this condition produces exactly 
the same trigger condition in the four-layer 
NPNP IC structure as is used to turn on a 
four-layer SCR. Under some circumstances, 
this produces "latchup," which holds until 
the supply is turned off, or draws enough 
current to damage the IC. In properly 
designed ICs, used according to manufac- 
turers' recommendations, parasitic prob- 
lems will not arise. Experimenters, using 
nonstandard external hookups, however, 
may find "parasitics" the explanation for 
the ICs unexpected behavior. 

Conclusion 

We've peered inside the marvelous, 
widely acclaimed IC, and found it to be a 
logical extension of known circuit designs 
and transistor fabrication techniques. It has 
a few peculiarities, but offers convenience, 
performance, and economy in building all 
types of ham equipment. A basic under- 
standing of what goes into an IC, its 
advantages and inherent limitations, will 
prepare us to look at available ICs, and 
learn how to put them to work. 

. . . W6DNS ■ 
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IC's for Amateur Use 
Bill Hoisington K1CLL 



Y'ou may not like parts of this article, 
but then a lot of real life isn't all that 
likable either. I'm just going to put down 
my viewpoint of ICs as related to amateur 
use at the present time as 1 find them. 
Some can be very useful, and some are not 
so useful, even though they work well for 
their original purpose. 

I hope this article will help you decide 
which kind to experiment with, and how 
to tell the useful ones from the kind that 
arc good for computers only. 

Integrated circuits are simply very small 
transistors, diodes, and resistors, con- 
structed on tiny dice, sometimes called 
chips, of substrate material. 

Capacitors and inductors arc not gener- 
ally included in these devices; therefore, in 
communications systems the external com- 
ponents are often many times larger than 
the IC itself. The benefits of ICs can be 
considerable, however, as in an example 
such as the HEP 590, which has high gain, 
low internal feedback, and absence of 
detuning effect over the entire avc range. 
Computer ICs 

This is where the whole thing started, 
and it was a fascinating story, for the 
science of electronics at least. In a com- 
puter there is a tremendous need for 
hundreds, thousands, and millions of 
memory cells, switches, gates, adders, shift 
registers, "scratch" pads, inverters, 
counter— dividers, delay lines, digital-to- 
analog converters, analog-to-digital con- 
verters, flip-flops, buffers, comparators, 
parity generators, current drivers, differ- 
ential and operational amplifiers, binary 
decoders, and a hc-ut of other device 
types - all of which ar? geared not for the 
ham but for the computer specialist. 

In spite of the cumbersome logic that 
early Scientific American articles declared 



to be about ready to topple from sheer 
unreality, some computers can do things 
that cannot be done by men, such as 
computing an astronaut's course correction 
in a few seconds, solving vast and complex 
urgent equations also in seconds, etc. 

But what concerns us as amateur- 
experimenters building new amateur com- 
munications equipment is the IC itself. 
Today's computers use, as one example, a 
14-pin flatpack about V* in. long by about 
1/8 in. wide, and very thin. The particular 
one I have in mind contains some 32 
transistors and is the great-grandchild of a 
two-transisor flip-Hop multivibrator, which 
can "stand on one leg or the other but not 
on both." To make the pesky little thing 
foolproof, they included a variety of "con- 
stant-current transistors, lockup prevention 
transistors, phase reversers, (which reverse 
the "truth table"), and heaven knows what 
else. 

I did detail all the functions in there at 
one time, a few years ago, and believe it or 
not the specs on this thing do include a 
truth table. They do work, even though 
there is not one capacitor in there. Every- 
thing is direct-coupled. With 5 V at several 
hundred amps total on a computer power 
supply they're happy with IV in the off 
state and 4.5V in the on. They work fast, 
too, like being clocked (pulse driven) by 
2,10, or 20 MHz oscillators, or even higher 
as each year goes by. Yes, this does mean 
exactly what you're wondering about 2,10, 
or 20 million pulses, or "clicks of the 
clock" per second. 

So the computer can work fast - so 
fast even that they're now worrying about 
the time it takes for a signal to travel over 
printed ribbon connectors from one tray to 
another. Sound familiar? Like short leads 
at VHF and UHF? 
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MSI and LSI 

Just another word to let you know that 
the big manufacturers are not content with 
just 30 transistors in an IC. No siree! 

Medium-scale integration, or MSI, which 
is just a way station, puts a lot more 
than 30 devices - really invisible to the 
human eye now - in that little can. 

Large-scale integration (LSI) really gets 
to be high-density. I have one with 156 
leads and 774 announced functions on a 
single chip. 

There arc manufacturers who make ICs 
that amateurs can use, as well as some 
transistors for TV front ends that look 
great for VHF and UHF. 

Adding another transistor to the design 
of a chip is a matter of around 3tf or 4«\ 
maybe even less today. You draw up a set 
of masks and reduce them down photo- 
graphically to where each individual tran- 
sistor-to-be cannot be seen at all except 
with a good microscope. 

Then these masks are used one after the 
other to diffuse various materials going 
onto the chip, such as properly doped 
silicon, aluminum, gold, etc. - and event- 
ually you have a wafer with fifty or a 
hundred, or some other larger number of 
ICs on it. One transistor more or less is 
thus only a matter of dividing the time 
involved in drawing it once - plus the 
engineering time of thinking about how to 
do it, and how to test it afterwards. This is 
one of the main reasons for the seemingly 
large numbers of active devices in some 
ICs. If there's any possible advantage, in 
they go! Why not? 
Communication ICs 

Here is a different story right away. 
Practically every "radio set" for communi- 
cation work that I've ever seen or heard of 
has coils in it (or at least resonators if you 
go to UHF and microwaves). Now in a 
little Halpack only a few mils high how are 
you going to put in any tuned circuits? The 
answer is, of course, you don't. They go 
outside. So now where are you? You're up 
against a conflicting set of requirements. 

There are some "natural" divisions of 
rf, af, and i-f circuitry where attention 
must be paid to the proximity of the 
components, as illustrated in Fig. I. 



Shielding, or great care, or both, should be 
used at these points. They are; 

1. Rf amplifier input-output. 

2. I-f input-output, in particular from 
the diode region back to the front end - 
particularly touchy on certain i-t narmonics. 

3. Af input-output. 

4. Overall feedback from the af output 
to the front end, even speaker to antenna, 
this being often just a loopstick and close by. 

In the following rf-i-f IC example you 
will see that certain things can be done on 
those tiny chips which are very inter- 
esting - not only for i-f work but for rf 
also. 

Motorola's HEP 590 

Motorola has a very interesting IC 
device for high frequency amplification, 
the HEP 590. Two outstanding advantages 
can be noted: low internal feedback, even 
when using the maximum gain of over 30 
dB, and large avc action without detuning 
of the circuits 

1 1 is packaged in a 10-pin can some 
5/16 in. in diameter. The leads can be 
soldered or inserted in a socket. The 
present suggested net price is S3.99, which 
is quite low considering what it accom- 
plishes. 

How the HEP 590 Works 

Figure 2 shows the internal schematic. 
When avc voltage is applied to the base of 
Q2, Q3 is turned off and the ac gain will be 
at a minimum. This action takes place 
without noticeable change in the operating 
point of 01, whose input impedance re- 
mains constant, with very little detuning 
effect on the input tuned circuit even with 
maximum avc voltage on Q2. 

The configuration of Ql and 03 re- 
duces the internal feedback to a low figure, 
which is generally immeasurable up to 
several hundred megahertz. With the 30 dB 
of gain obtainable at 60 MHz, this is a great 
advantage. 

Diode Dl is for dc biasing of Ql, under 
conditions of varying temperature. Being 
laid out on the same silicon die as Ql, their 
currents will be closely similar, even with 
severe changes in temperature, with conse- 
quent dc stability. 

The noise figure of a two-transistor pair 
is lowest when the input device uses the 
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Fig. 1. Block diagram of typical receiver showing 
"trouble spots." 



common-emitter connection. The second 
device will then have little effect on the 
noise figure. 

The actual measured gain at 60 MHz is 
over 30 dB in suitable circuits, which 
consist of no more than tuned and im- 
pedance-matched inductors. 

By the use of two of these devices in 
cascade, bandwidths of over 10 MHz may 
be obtain at 60 MHz, which shows 
considerable possibility for amateur micro- 
wave amplifier service. 




Fig. 2. Internal structure of Motorola's HEP 590 
and pin identification data. 

The HEP 590 on the Breadboard 

The 40 meter amplifier circuit of Fig. 3 
was set up on a copper-clad baseboard with 
soldered connections to terminal strips. 
The antenna was brought in to a connec- 
tion on LI at 16 turns from the cold end 



and the 590 input lead (pin 1 ) tapped at 5 
turns. The 100 pF capacitors (CI and C2) 
are too large for in-band operating units 
but are all right for experimental use. 

Manual control of the gain was accom- 
plished with the 5 kSl pot, avc tests to be 
done later in i-f service. 

The output of the device (pin 6) was 
connected to the top of L2, and 6 turns of 
small wire wound around the cold end. 

I started out with loose-coupled an- 
tenna, base input, and output link, but 
soon discovered this is not the way to go 
with the 590. It likes lots of coupling, on 
both input and output. When this was 
done, the really large gain of the device 
became evident. Various signals from 80 to 
below 40 meters sounded like reception 
with a superhet receiver (except for the 
selectivity). 

When I used the device as an rf ampli- 
fier in front of my lab receiver. I had to 




Fig. 4. 6M amplifier built around HEP 590. 
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reduce the gain of that receiver by a large 
amount. That HEP 590 really has a lot of 
sock. 

Putting the HEP 590 on 6 Meters 

After removing the 40 meter coil and 
putting in the required values for 6 meters, 
signals came in right away. Plenty of 
stations were heard, and in particular, using 
a 100 ft wire, Q5 signals were heard that 
could not even be found on the dial 
without the 590 preamp. It works! The 6m 
values for the inductors are as follows: 
L.I 4 turns at 8 turns per inch, 9/16 in. 
diameter; L2 - 5 turns at 4 per inch. 9/16 
in. diameter L3 4 turns, wound on L2. 
Figure 4 shows the 6 meter version of 
the HEP 590 amplifier. 

So the Motorola HEP 590 IC linear ampli- 
fier works as claimed. It is a relatively easy 
IC to practice on, with only three active 
devices inside, and can be built up into a 
circuit and tested in a day's time. 

From working with it so far, I can 
verify that excellent reduced-size, high- 
-frequency i-f amplifiers for amateurs can 
be made with it. 



The Amperex TAA300 

The home of Amperex being not too 
far away in Rhode Island, 1 visited 
down there for half a day and was well 
rewarded with some new VHF transistors 
that look swell, and also in meeting some 
topnotch engineers in the lab. 

The TAA300 is a complete af amplifier 
in one of those little 10-pin cans, and puts 
out a watt of audio when required - 
enough to modulate a couple of watts of rf 
on 6, 2, or 432 - which, along with the 
exciter section, will take just about all of 
the dc power of two lantern batteries, 
rated at 12V and 0.5 A. 

And it's good for the receiver also. Plug 
the i-f diode output into it and there's your 
loudspeaker banging out a watt. Let's take 
a quick look at one of these. 

With ICs, allow for lots of time. Some 
of this time will be spent in puzzling out 
three things: the internal circuit, the ex- 
ternal circuit, and how to draw one schem- 
atic that has both. 

1 am counting on the TAA-300 to do a 
lot for use as a 1W af amplifier; but once 
again, remember that these little gems are 



RF INPUT 




L1 ■ 2" airwound, 64 TPI, 9/16 O.D. 
L2 - Same. 

L3 = 6T on cold end of L2. 
TAP 1 - 16T fromGND. 
TAP2 = 5T from GND. 

C = in general an electrolytic 1 0 jj.? or more in 
parallel with a ceramic disc, of 101 flF. 
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Fig. 3. 40m amplifier built around a HEP 590. 



43 




Fig. 5. Amperex TAA300 - a 1W audio amplifier 1C. 



not primarily made for experimenters - 
they're made to be wavesoldered into small 
radios and TVs by the hundred thousands. 

An engineer in a large company can 
afford to sit down at his desk and spend a 
week or two figuring how to best put this 
device into a set because that week can be 
spread cost-wise over (hopefully) a large 
number of sets if he does a good job. Can 
you do this just for one item? 

Does the circuit of Fig. 5 look like an 
audio amplifier? Where's the input and the 
output? What are those five diodes doing in 
there? Why 1 1 transistors just for an af 
amplifier when the "All-American Five" 
design will give you mixer, oscillator, i-f, af 
driver, and af power stage? 

Don't think I'm running this thing 
down, because I intend to use it. I just 
want you to be prepared for a little "new 
thinking." 



With printed circuitry it has always 
been my feeling that why should anyone 
build just one? To learn the printing 
process involved, yes. For building one 
circuit, no. Now some of these little 10-pin 
jobs are good for experimenters, and you 
may also be interested in learning about 
them for business reasons, too - or for 
size, although to really cut down in size 
calls for some pretty expensive external 
components. Look at Fig. 6, the external 
circuit. There is a .64 juF capacitor on pin 
6, 400 nF from pin 2 to pin 5, a 25 pF 
capacitor on pin 8, and 47 ijF from pin 2 
to ground. With "ordinary" size electro- 
lytics three of these values are each four 
times the size of the device itself, but I 
expect with voice frequencies some of 
these can be cut down a bit. 

Then there are a few application notes 
to think about, like the stability question, 




Fig. 6. External connections required to get the 
TAA300 operating as a complete amplifier. 
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and a few others, but they are not bad. 

All worth-while things take time, and 
this is one of them. Be advised, and allow 
yourself time enough to study it out before 
you pick up that little soldering iron. 
Amperex TAD100 

Ambitious, knowledgeable, hardwork- 
ing people have looked at the several- 
million-per-year market for just plain old 
radios (new ones, of course) and thought 
about making ICs for them. And they 
made some. I have worked with one of 
them, the Amperex TAD 100, and here is 
the story as I found it. 

There are a dozen or so transistors in 
the little plastic box only 3/4 in. long, as 
you can see in Fig. 7, the internal circuitry 
of this one. These transistors are pretty 
close together in there - much too close 
for an amateur experimental unit, as you 
will see. 

The manufacturer, ambitious as he was, 
did produce large numbers of excellent and 
very tiny receivers with this IC. It has a 
mixer, oscillator, i-f, detector, and an af 
amplifier - but no power stages. Almost 
everything you might need, except you 



have to add a few things on the outside, of 
course, as shown in Fig. 8. 

There are some good ideas incorporated 
into this baby - like using two transistors 
for the mixer. So are three for one i-f stage. 
I don't particularly go for the four transis- 
tors in the af stage, without even the power 
output unit yet, but it does work. 

What doesn't go for the amateur experi- 
menter is the fantastic proximity of the 
input, the mixer, the oscillator, the i-f and 
the af - all in there together on that one 
tiny chip. Just too, too close for me. When 
everything is running right with all the 
precautions advised and an exact copy of 
the original printed board is made up and 
all the components are in exactly proper 
places, it does work as a BC set. 

One of the precautions listed: "The 
oscillator must be limited to 100 mV; 
otherwise it will get into the i-f and the 
af." It did! I worked 10 days on this 
particular IC and to make a long story 
short, the mixer and the i-f ran okay at 
times (and at times not), but when the 
internal local oscillator was used, I kept 
running into trouble. 




Fig. 7. Amperex TAD100 is a complete broadcast receiver in one tiny package. 
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BOTTOM VIEWS 



Fig. 8. External circuitry. B.C.-l.C. 



Bear in mind, such an IC does work line 
for mass production of BC sets. It's just 
that for an amateur experimenter as a 
single unit, there is too much feedback 
involved. Also, the oscillator is strictly 
limited to the BC band service, which 
precludes using it as an amateur converter. 



The people handling this unit are excellent 
engineers and have some other very good 
devices; and they are still working with 
newer and better devices for a complete set 
(including an FM job!), so we will almost 
certainly see them again soon. 
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Repeater Audio Mixer 



Ray Pichulo W1IRH 



Paul Hoffman, W1ELU 



The audio mixer described in this ar- 
ticle, although designed primarily for 
repeater use, can be used anywhere it is 
desired to mix a number of audio inputs 
with a high degree of isolation between 
inputs. The mixer is adaptable to almost 
any configuration which may be required 
to suit the individual's requirements. The 
number of inputs can be increased by a 
factor of two or three to suit the user's 
needs. The isolation between individual 
inputs of over 40 dB makes it possible in 
repeater operation to have tone command 
information on one channel not be af- 
fected by another input. The mixer shown 
in this article is the one designed for use in 
the WA1KFY repeater. It has eight in- 
puts - three of them squelched, the other 
five continuously on. 

Operation 

The amplifier uses a single 709D opamp 
plus one FET for each squelched input. 
The audio inputs as shown in Fig. 1 are 



applied to the opamp's inverting input. The 
output is fed back through 150 kft resistor 
Rl. Notice that the signal from each input 
is applied through 150 kfi also. The 
resultant voltage at the input terminal of 
the opamp is the combination of the input 
signal plus the out-of-phase feedback volt- 
age. Since both are applied through equal 
series resistances, the resultant voltage is 
zero. This condition results in the opamp's 
having an extremely low (almost zero) 
input impedance. This resultant low imped- 
ance, together with the high series resis- 
tance on each input, accounts for the high 
degree of isolation between inputs. The 
squelched inputs use a FET across each 
input as a switch. With zero volts on the 
gate, the FET exhibits a drain-to-source 
resistance of about 350J2, effectively 
shorting its associated input to ground. 
When +15V is applied to the gate, the FET 
switches off, enabling the input channel. 
The 75 kfi resistors between each FET and 
the input bus prevent the input bus from 
being shorted by the FETs. 



709D 




47 



The gain of the opamp is determined by 
the ratio of the feedback resistance to the 
input series resistance. In this case, the gain 
on all the inputs is unity. If more gain is 
desired on a particular channel, the input 
resistance can be lowered to change the 
ratio (and therefore the gain). For ex- 
ample, it was found necessary to increase 
the gain from the main channel receiver 
when the phone patch was connected in 
order to increase the level into the phone 
line. (The phone patch does not load down 
the output; rather, the gain had to be 
raised in order to properly drive the line.) 
The gain change is accomplished by a 
photocell-lamp assembly, with the photo- 
cell in series with a second 1 50 kQ . 

The frequency response of the amplifier 
is essentially flat from dc up to about 8 
kHz. Beyond that point, it rolls off. The 22 
pF capacitor across the feedback resistor 
determines the rolloff frequency character- 
istc. The audio output voltage swing can go 
as much- as ± 10V. This is more than ample 
to drive 10 or more high-impedance inputs. 
The audio amplifier in WA1KFY is present- 
ly used to drive three transmitters, a phone 
patch, and a monitor earpiece. The number 
of inputs can be expanded to suit individu- 
al requirements. The unsquekhed inputs 
require only an additional 150 kfi series 
resistor and load resistor for each leg. The 
squelched inputs each require an additional 
FET switch in addition to the load resistor 
and series resistors. 

The opamp requires 15V (positive as 
well as negative) to operate it. The current 
requirements are approximately 30mA. 
The components shown in the detail sche- 
matic (1.5 kft 0.005 mF, and 200 pF) are 
used to compensate the amplifier against 
instability. The 100f2 resistor, 30 juF ca- 
pacitor and 0.1 nF capacitor on the +15V 
line form a decoupling network. 

Two trimpots at the top edge of the 
board (see photo) are used to provide 
audio outputs for tone-operated command 
functions. They are connected across the 
load resistors of the six meter receiver and 
the main-channel two-meter receiver as 
shown in Fig. 1 . The arms of both pots 
connect to pins on the edge connector and 
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Fig. I. Audio summing amplifier. 



go off the board to their associated tone 
decoders on another board. These pots are 
mounted on the audio mixer board as a 
matter of convenience and would not be 
used if it is not required to bring audio to 
another point in the system for tone 
command or other functions. The photo- 
cell-lamp assembly for gain changing on 
the main channel input is on the right side 
of the board. Similarly, it could be deleted 
if this feature is not required. 

Summary 

This audio mixer provides the repeater 
owner a high-quality audio mixer system 
which has minimal space and power re- 
quirements. It is especially attractive for 
use in more sophisticated repeater systems 
where several receiver/transmitter combina- 
tions are used. However, if the same 
construction techniques as those described 
in this article are used, it is just as good to 
use with a simpler repeater system because 
there is more than adequate room for 
expansion at a later time. 
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The SST-1, Solid State 
Receiver for 40 Meters 



Calvin Sondgeroth, W9ZTK 



This is the age of the transceiver in ham 
band operation. Although there arc 
many medium- to high-power commercial 
SSB packages available with self-contained 
transmitter and receiver, there is not much 
to choose from for low-power CW work 
This article describes a small unit 
which is solid-state and provides about 2W 
input with a self-contained battery power 
supply. The receiver is simple but quite 
effective for CW work, and its performance 
matches that of the cheaper superhets. All 
the components are readily available and 
no special parts were used in the design. 
Since the transmitter is crystal-controlled, 
this little rig would make an ideal be- 
ginning station for the Novice. 

Receiver 

A QST article by D. DeMaw (May 
1969) described a solid-state direct conver- 
sion receiver using an RCA linear inte- 
grated circuit. This design requires a mini- 
mum of parts for CW (and sideband) 
reception since the incoming signal is 
mixed with a local oscillator at the signal 
frequency for audio output directly from 
the product detector. Although the selec- 
tivity is not as good as a superhet with i-f 
conversion, the results are entirely ade- 
quate for general operation. The receiver 
far outperforms any superregenerativc set I 
have built, and I've tried many circuits. 

The front end is double-tuned to pre- 
vent responses on strong signals outside the 
40 meter band: two toroids tuned with a 
140 pF double-section variable capacitor 
accomplish this, as shown in the transceiver 
schematic, Fig. 1. The incoming signal is 
lightly coupled to the IC product detector 
to prevent loading the input circuits, and 
the local oscillator uses an identical toroid 



in its tuned circuit. The oscillator circuit is 
tuned by a 50 pF variable with a small 
trimmer in series to adjust the bandspread 
to cover the full 1 80 degrees on the dial. 

Audio from the detector is coupled out 
through a small transistor interstage trans- 
former with a 10 k£l potentiometer across 
the secondary as a gain control. A single 
stage of audio amplification precedes the 
audio amplifier, which is the push-pull 
audio section salvaged from an old transis- 
tor broadcast radio. This generates plenty 
of audio to drive a small loudspeaker (also 
from the BC set); and if just headphone 
operation is desired, the 2N3391A will 
provide enough output by itself. 

The original article on this receiver used 
an audio bandpass filter between the detec- 
tor and the audio amplifier. This had two 
large toroids and, in the interest of size 
reduction, a low-pass filter consisting of a 
single LC section provides adequate cutoff 
of high-frequency hiss and noise which is 
present without any filtering at all. 

The inductance in the filter is the 
secondary of an interstage audio trans- 
former shunted with a 0.1 capacitor to 
ground; this arrangement cuts off around 
2000 Hz. The capacitance value can be 
adjusted to provide proper cutoff with the 
particular audio transformer used. The 
receiver is usable without the filter, but the 
high-frequency components in the detector 
output become annoying after an extended 
period of operation. 

It will be noted that two 9V batteries 
are shown on the schematic to power the 
receiver section. This was done because the 
rf-first audio portion used a negative 
ground system while the push-pull output 
of most of the small imported radios uses a 
positive ground system, and the output 
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transformer secondary has one side tied 
directly to ground. Various ground arrange- 
ments were tried to eliminate one of the 
batteries, but the two-battery setup was 
finally decided upon. This does split up the 
load on the batteries somewhat and in- 
creases their life. The rf portion draws 
about 15 mA and the audio section any- 
where from 10 to 50 mA on strong audio 
peaks. 

CW Monitor 

A unijunction audio oscillator is in- 
cluded on the audio output module for 
monitoring while transmitting. The moni- 
tor output is fed into the audio output 
amplifier after the gain control, and the 
monitor level is set for suitable volume 
which is independent of the receiver vol- 
ume control setting. Voltage for the moni- 
tor is obtained from the transmitter supply 
and it is keyed along with the transmitter. 

The 100 kfi resistor and the 0.01 /iF 
capacitor in the emitter lead of the uni- 
junction provide an audio tone of about 
600 Hz; this can be raised by lowering the 
value of the emitter resistor if you prefer a 
monitor pitch of higher frequency. 

Transmitter 

The transmitter, crystal-controlled for 
simplicity, used three 2N697 transis- 
tors - two in the rf section and the third as 
a switch for keying. The keying switch was 
added to reduce the current through the 
key contacts, although it could easily be 
eliminated and the final connected to the 
negative supply continuously, since it does 
not draw any current without drive from 
the oscillator. The keying arrangement 
shown was a result of using the transmitter 
which had already been built when the 
transceiver idea came up. 

The oscillator is connected in a Pierce 
circuit with the crystal between collector 
and base. The 1 kf2 potentiometer in the 
emitter controls the drive to the final. The 
oscillator collector uses a slug-tuned coil 
with a small link wound over the cold end 
to the couple into the final amplifier. 

The final, operated without any bias, 
runs class C. It uses a pi network in the 
output circuit. 



SWR Bridge and Meter Circuit 

For tuneup while operating portable it 
was considered desirable to include some 
means of monitoring final collector current 
as well as some way of indicating when a 
match to the antenna was obtained, since 
random-length antennas are convenient. A 
small pilot light could be used to indicate 
relative current in the final, but the addi- 
tion of the 0-1 mA meter and the swr 
bridge has proved its worth in the field. 

The meter is set by a three-position 
switch to read either final-stage emitter 
current or forward or reflected power. For 
emitter-current readings, the voltage across 
a ion resistor in the emitter lead gives a 
full-scale reading of approximately 100 mA 
with the meter specified. A 20 kf2 poten- 
tiometer is connected in series with the 
meter for swr measurements and must be 
set to zero resistance for final current 
indications. 

The swr bridge is standard in design 
except for the two transistors added as dc 
amplifiers. They were found necessary to 
get indications with the low power output 
of the transmitter. The gain mismatch 
between transistors does not really allow 
the swr to he measured accurately, but a 
good indication of a proper match to a 50 
or 72SI coax line can be obtained by 
adjusting for minimum reflected power and 
maximum forward power. A two-section 
switching arrangement could be used to 
eliminate one of the transistors, thus pro- 
viding more accurate readings. The bridge 
conductor is a piece of "4 in. copper tubing: 
the pickup wires are of 14 AWG solid wire. 
The assembly is built in a small channel 
bent up out of aluminum sheet metal as 
shown in Fig. 2. In order to get readings 
with the bridge it must be mounted off the 
main chassis with an insulating spacer and 
the channel connected to ground via the 
coax shield on the input and output only. 
Construction 

The main housing for the transceiver is 
a Bud SC-3030, which is 6 x 10 x 7 in. This 
volume allows construction without crowd- 
ing yet keeps the unit small enough to be 
easily portable. The transmitter is buUt on 
a separate minibox 2>A x 2'A x 5 in. and can 
be put together as a separate unit with a 
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couple of leads provided for a crystal 
socket on the front panel of the main 
enclosure. The transmitter is mounted to 
the front panel by the key jack which has 
one side tied directly to ground. In addi- 
tion, a barrier terminal strip was provided 
on the rear panel for connection of an ac 
power supply for fixed station work. The 
drive control potentiometer was mounted 
inside the transmitter since it is not ad- 
justed in normal operation. The final am- 
plifier transistor was mounted on a piece of 
.040 aluminum about 2 in. square which 
serves as a heatsink. Since the collector is 
connected to the transistor case, the heat- 
sink must be insulated from ground. 

A twice-size PC board layout for the 
receiver rf -first audio section is shown in 
Fig. 3. The integrated circuit is soldered 
directly into the circuit board, although a 
socket can be used. Don't be too con- 
cerned about damaging the integrated cir- 
cuit. The one here had to be removed from 
the board once by cutting the leads above 
the board and remounted by soldering 
extension leads to it indicating that these 
little devices are really quite rugged. With- 
out a proper unsoldering tool, it is difficult 
to remove the IC once it has been soldered 
in so a socket might be a good idea even 
though the board is not laid out for one. 

To facUitate parts placement and circuit 
identification, the composite layout/ 
schematic of Fig. 4 is included. This should 
help to speed your final assembly process. 

The audio output amplifier from the 
discarded broadcast set was mounted on a 
small piece of Vector board along with the 
components for the CW monitor. For- 
tunately, the radio I dismantled had been 
built in two sections, with the audio stages 
on a separate small circuit board. Other 
radios might have to be operated on to get 
just the audio section to use in the trans- 
ceiver. The input to the amplifier can be 
located by tracing down the leads going to 
the volume control in the original radio. 
The wiper arm on the control is connected 
to the input. 

The receiver modules are mounted to a 
small subchassis which was extensively 
worked on with tin shears. It is made from 
a standard open-end 5 X 7 X 114 in. 



aluminum chassis. The front is cut off to 
clear the controls on the front panel and 
the rest notched and cut where necessary 
to clear the main enclosure. A vertical 
shield was positioned across the transceiver 
between the receiver and transmitter, al- 
though this is probably not absolutely 
essential. 

The subchassis provides adequate 
mounting space at the center (between 
receiver and transmitter) for the transmit- 
ter batteries and the two 9V batteries are 
mounted to the rear enclosure wall with a 
homemade bracket of sheet aluminum. The 
1.5V penlight cell is mounted on the swr 
bridge channel as shown in Fig. 2. 

The swr bridge is mounted near the rear 
of the transmitter and the bridge channel is 
insulated from the main enclosure as men- 
tioned above. Connection to the bridge 
should be made with small coaxial cable 
going to the transmitter pi network and the 
transmit -receive switch. Similar coax is 
used to connect the receiver and antenna 
connector to the switch. 

The photographs show the general con- 
struction and panel layout used, but other 
builders may find other arrangements more 
desirable. The general layout is suggested as 
a logical one. 

Adjustment and Tuneup 

When the receiver is operating, the 
oscillator frequency is adjusted to cover 40 
meters by alternately padding the tuned 
circuit with fixed capacitance and varying 
the trimmer in series with the main tuning 
capacitor to achieve the desired band- 
spread. By setting the trimmer, the entire 
band can be tuned or the bandspread 
limited to just the CW portion. Other 
arrangements might give different band- 
spread, but the transceiver described 
covered the first 100 kHz of 40m over 
about half the dial and the other 200 kHz 
over the second half, which was felt to be 
about right and allowed for monitoring 
sideband as well asCHU just above the top 
band edge for time checks as an added 
bonus. 

Some trouble with the local oscillator 
was experienced at first: Spurious re- 
sponses were obtained, with 7 MHz, ap- 
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pearing at several places on the dial. This 
indicated that the oscillator was operating 
at too high a level, which generated un- 
wanted outputs. The two capacitors in 
series from base to ground on the oscillator 
determine the amount of feedback and the 
values were set as shown so that the 
oscillator provides just enough signal to 
beat against the incoming signal. 

The audio output section and the CW 
monitor can be checked by connecting the 
monitor to the transmitter supply and 
making sure that the audio tone is of the 
desired level and pitch. 

When first tuning up the transmitter, it 
is a good idea to disconnect the final 
amplifier until the crystal oscillator is 
operating properly. The oscillator collector 
coil slug should be tuned up for proper 
oscillation and keying. With the final con- 
nected turn the drive control pot for 
minimum drive (maximum resistance) and 
switch the meter to read final emitter 
current. (The transmitter should have a 
dummy load connected during all tests!) 



With the oscillator working, increase 
the drive to the final and adjust the 
oscillator coil slug and the drive control for 
around 100 mA of emitter current with 
24V collector supply. This gives a little 
over 2W input to the final and is the 
normal level for CW operation. A 5112 
(1W) resistor makes an ideal dummy load 
and it should get warm to the touch after 
several minutes dissipating the output from 
the transmitter. A No. 47 pilot light can 
also be used as a load for indications of 
maximum output and should light to about 
full brilliance when the rig is properly 
loaded up and tuned. 

When proper operation into a dummy 
load is verified, the transmitter can be 
connected to an antenna and the matching 
network adjusted in the usual way for 
proper loading. It is possible to QSY over 
100 kHz of the CW portion of 40m 
without retuning either the crystal oscil- 
lator or final amplifier, with only a slight 
readjustment of the antenna coupler. 




TO 

METER SWITCH 
O-l mA 



Fig. 2. Swr bridge assembly and placement data. 
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Fig. 3. Douolesize PC board layout for the rflat 
section of the receiver. 



Results and Afterthoughts 

Results with this little transceiver have 
been very good. A watt of power into the 
antenna may not seem like a lot to the 
kilowatt operator, but don't underestimate 
the punch of the signal. 1 have had stations 
at 400 miles during daylight operation 
insist on giving me a 599 report. In general, 
stations come back to the first call (unless 
you're covered up by a higher power 
station calling) and your contact probably 
won't know you are QRP until you tell 
him. Crystal control does limit the opera- 
ting convenience somewhat with low 
power. 

Since the receiver has an oscillator right 
ort the operating frequency some will 
probably wonder why it is not used as a 
transmitting vfo also. The answer is that it 
can ;md if 1 were building this unit again I 
would probably include vfo operation. In 
fact, some checks were made using the 



receiver oscillator as a rfo with moderate 
success. However, the output of the local 
oscillator is quite low and it was necessary 
to provide a comple of stages of rather high 
gain to properly drive the transmitter. 
These tended to be somewhat unstable in 
operation and the vfo idea was abandoned, 
without too much work done in that 
direction. A conversion-type receiver 
would probably be better in this respect 
with the vfo operating at a frequency 
different than that of the transmitter. 

With a suitable antenna coupler or 
matching network the rig will load into just 
about any piece of wire for portable work. 
Operation from the home station has been 
with a Windom antenna cut for 40m and 
fed with single wire. This still requires an 
L-network between the transmitter and 
antenna for proper matching. A coax ted 
dipole should work connected directly to 
the transceiver antenna connector. 
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Photo showing shielding and construction of 40m 
transmitter and receiver in main chassis housing. 

Receiver performance has been excep- 
tional and sure beats using a regenerative 
set with its limited audio output and 
instability. Drift from a cold start with this 
receiver is practically nil and it can be used 
to copy sideband signals with no trouble at 



all. For CW work, a more selective audio 
bandpass filter can be used either in place 
of the low-pass filter inside the transceiver 
or in the headphone line. A couple of 88 
mH toroids and some 0.5 tiF capacitors 
will increase the selectivity markedly when 
connected as an audio filter. For general 
operation the filter is not necessary and it 
does prevent good copy on sideband sig- 
nals. 

With the addition of a balanced modu- 
lator, this setup could provide the basis for 
a simple little sideband rig using the audio 
section for the speech amplifier, generating 
a double sideband signal at 7 MHz. 

Using currently available transistors, 
this little transceiver can be used to drive a 
class C stage to 1 S or 20W for a little more 
signal, but at these power levels a battery 
of rather monstrous proportions is re- 
quired; the 2W power level is just about 
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Fig. 4. This composite sketch shows positioning o( components on the etched board. 



right for the mercury batteries used. And 
20W isn't really QRP anyway. 

Table of Parts 

CI — 140 pF peri section, dual variable capacitor 

C2 — 9-35 pF ceramic trimmer 

C3 - Main tuning 50 pF variablo capacitor 

C4 - 365 pF broadcast variable 

CR1 - 5.6V zener, 1N708 or equivalent 

T1 - Interstage audio transformer 1.2-20 kf2 

6T 12 PC (Allied Radio) 
BA1. BA2 - 9V batteries 
BA3 - 5V cell 

BA4 - Two 12V batteries in series. Mallory 
TR289 or equivalent 



IC1 - RCA CA3028A 

L1 - 5 turns 28 AWG spaced over L2 

L2. L3, L4 - 36 turns 32 AWG wound on .380 

diameter toroid core (Arnold A4 380 

125SF) 

L5 - 12 turns 28 AWG close wound on 3/8 in. 

dtamoter slug-tuned form 
L6 - 3 turns 22 AWG over B+ end of L5 
L7 - B&W Miniductor '/, in. 16 TPI, 1 in. long 
Ml - 0-1 mA meter (Emico Model 13) 
Main tuning dial - Millen Type 10039 midget 

panel dial 



. . .W9ZTK" 
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Practical IC Regulator Circuits for Hams 
Don Nelson WB2EGZ 



The experimenter has broad horizons 
with the many low-cost ICs and semi- 
conductors available today. While many of 
the ICs have been designed for a specific 
service, such as an audio amplifier or a 
logic switch, there are types which contain 
several transistors to be used in almost any 
application. The RCA CA3018 exemplifies 
the second category. Let's examine the 
device as an introduction to integrated 
circuitry. 

Four silicon transistors are formed on a 
common monolithic substrate within the 
CA30I8. Two of these transistors are 
interconnected by having the emitter of 
one tied to the base of the other. Either of 
these transistors may be used separately 
since an external lead connects to the 
emitter-base link. The intent of the inter- 
connection is to use the transistors in a 
Darlington circuit. The other two tran- 
sistors are isolated as shown in Fig. 1. 
Notice the substrate is important enough 
to have its own lead. In this IC, as in most 




Fig. J. Schematic diagramof RCA CA3018. Num- 
bers refer to pins of IC. 



others, there is diode action between the 
substrate and some elements of the circuit. 
You can see this characteristic using an 
ohmmeter between the collectors and the 
substrate. These diodes are reverse-biased 
by connecting the substrate to the most 
negative point in the circuit, thus isolating 
the transistors. If the substrate is not 
connected in such a fashion, you may not 
get transistor action from the circuit. 

The transistors in the CA3018 are useful 
from dc to 120 MHz. One of the big 
advantages of integrated circuitry is the 
matched characteristics of the transistors 
within. Gain, for example, is matched 
better than 10% and the base-emitter 
voltage match is better than 2 mV over a 
wide temperature range. Because of these 
characteristics, this and other integrated 
circuits are excellent for temperature- 
compensated circuitry. 

Another plus for most ICs is the excel- 
lent low-frequency noise figure. Transistors 
in the CA3018 array boast 3.2 dB of noise 
at 1 kHz. At 100 MHz, the noise figure is 
typically 7 dB, so this device is favored for 
operation below VHF. 

Learning to use the best characteristics 
of a device and learning to design -around 
its limitations are good engineering prac- 
tices. I once heard a ham brag, "The 4X150 
is a great little tube - mine is dripping 
solder from the radiator, but my power 
output hasn't dropped." Well, those good 
old days are gone when you use 
semiconductors - so learn what the ratings 
are all about. Maximum and minimum 
values for the CA3018, which must be 
observed, are listed in Table I. 

Those readers who are familiar with 
transistors will find only two new ratings; a 
total-package power rating, and a collector- 
to-substrate voltage rating. The first is a 
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Table I. IC Parametric Limitations at 77° F. 



Parameter 


CA3018 


CA3018A 


Maximum power dissipation: 






any single transistor 


300 mW 


300 mW 


total package 


450 mW 


450 mW 


Derate 5 mW/°C for TA 
>85 6 C 






Maximum collector-to-emitter 






voltage 






Maximum collector-to base 






voltage 


20V 


30V 


Maximum collector to -substrate 






voltage 


20V 


40V 


Maximum emitter-to-base 






voltaga 


5V 


5V 


Maximum collector current 


50 mA 


50 mA 



limit for the sum of the power dissipation 
of the individual transistors. For example, 
if one transistor operates at the 300 raW 
level, the average power of the remaining 
three may not exceed SO mW each (300 + 
3 x 50 = 450). The second new rating 
refers to the breakdown voltage of the 
collector-to-substrate diodes. These diodes 
arc always reverse-biased because the sub- 
strate has been connected to the most 
negative part of the circuit. It is easy to 



determine the exact voltage in a circuit 
because the collectors are frequently at the 
most positive voltage. 

Many ICs have low breakdown voltage 
ratings, which can be a serious disadvan- 
tage. In some cases, you may be able to 
design around the problem. Another prob- 
lem at the experimenter's level is the fact 
that if one transistor is destroyed, the 
whole IC has to be replaced. This disadvan- 
tage is somewhat offset by the low SI. 62 
cost of the CA3018, but it is hard to 
rationalize soldering 24 leads for each 
mishap. A discrete transistor could be used 
in a crisis with the CA3018. Better yet, use 
a socket for breadboarding. 

Applications 

The CA3018 is a natural choice for a 
power supply regulator amplifier. Such an 
application, I feel, is also interesting for 
analysis. In Fig. 2, I have drawn a very 
basic regulated power supply using three of 
the transistors. Let's examine its character- 
istics from the ratings of the IC. 

Nearly all the current to a load will flow 
through Q4 (pins 12 and I ): therefore, we 
are limited to 50 mA. which is the 
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A 



Placement of parts is only 
critical with respect to 
squeezing everything into 
the box. The 2N5295 
transistor is outside the 
rear apron and insulated 
from the main chassis. A 
piece of copper 2-1/2 x 
2 x 1/32 in. forms a heat- 
sink for the power Iran- 



■ 

i 



maximum collector current of any single 
transistor. If you think about it, this is all 
the current required by many circuits. The 

TRIAD MOTOROLA 
F25X M0A920-I 



II7V 



power supply could service almost any 
circuit now operated on small 9V batteries. 
An FM portable receiver draws peaks of 




0 + 9V 



400 mW 



0-9V 



Fig. 2. Regulated 9V 30 mA power supply using CA3018. 



59 




10*. tOO tn« 
2i> 500 «« 



500 mA T TO 18V 

UTILITY POWER SUPPLY 

Fig. 3. "Utility" power supply with 7-18V output. Resistor R determined by current requirements: 
20Q.-50 mA; 10&.-100 mA; 2ft-r500 mA. 



less than 20 rnA; AM radios draw even less. 

The second rating to consider is the 
collector-to-emitter voltage. The greatest 
permissible value is 10.5V, which is well 
under the 15V rating of the transistor. The 
collector-base breakdown voltage is not 
exceeded and the emitter-base junction is 
never reversed-biased, so the design is clean 
in those respects. Don't forget the collector- 
to-substrate rating. In this case, the maxi- 
mum voltage seen is 18V: okay for this 
circuit, but not for the next one. 

When considering the power rating, it is 
safe to assume we will not exceed 85°C (no 
derating necessary), and the power dissipa- 
tion of Q4 will be much greater than the 
total power of Ql and Q3. At 50 mA of 
current, the power (P=IE) would be .050 
(18-9)=0.450W, which is high for a single 
transistor. A reduction in output current or 
lowering the input voltage on pin 12 is 
necessary to operate within ratings. In any 
case, it would be wise to heatsink the IC 
for this circuit. You may expect it to get 
hot above 30 mA. 

The shortcomings of the CA30I8 
become apparent as we attempt to design a 
more versatile supply such as the one in 
Fig. 3. A 2N5295 power transistor was 
added to the basic circuitrv in order to 
operate to supply to 18V and 500 mA. 
Other changes include the use of a 
temperature-compensated zener diode, 



variable voltage output, and current limit- 
ing by use of the fourth transistor on the 
IC. Incidentally, you might just want to 
build a power supply like this if you are 
newly acquainted with semiconductors. 

The 2N5295 will handle 500 mA and 
higher voltage with ease. If we assume the 
beta of that transistor is 50 at full load, the 
base drive required would be 500/50, or 10 
mA. That is no problem for Q4 of the 
CA3018. On the other hand, it soon 
becomes apparent that we need higher than 
20V breakkdown. Some relief is obtained 
by using the CA3018A, but not quite 
enough to handle the collector-emitter 
voltage drop across the Darlington pair. By 




The completed 500 mA regulated low-voltage 
power supply. 
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using a zener diode between the high- 
voltage point and pins 1 1 and 12 of the IC, 
the collector-to-emitter voltage require- 
ments are reduced, as is the collcctor-to- 
substrate voltage. 

It is not necessary to use a temperature- 
compensated zener here. Collector-to- 
emitter voltages are the only ones above 
ratings now. Three CA3018s tested had 
collector-to-emitter breakdown voltage 
ratings in excess of 23V; however, this is a 
weak point in the design. 

Power requirements are lower with the 
addition of the 2N5295. The maximum 
power through Q4 is 23V x 0.01 0A= 
0.230W, enough less than the maximum 
rating that no heatsink is necessary. 

A word about the operation of the 
current limiter is in order for any prospec- 
tive builder. Transistor Q2 is normally 
turned off until an overload occurs. At this 
time, the voltage drop across R is enough 
to turn on the 1N4001 and the emitter- 
base junction of Q2. As the transistor is 
turned on, its collector is pulled toward 
ground, thus turning off Q3, Q4, and the 
2N5295. As soon as the overload is 
removed, the supply recovers to its former 
voltage. This limiter may be made variable 
for limiting at lower currents. Approximate 
limiting values are shown in the schematic. 
Under extreme current limiting conditions, 
the collector-to-base voltage of Q3 and Q4 
will approach 26V. This is acceptable for 
the CA3018A. 



While the CA3018 is not truly a circuit, 
it provides an interesting introduction to 
the technology and characteristics of 
integrated circuitry. Its versatility invites 
experimentation. For those who would like 
to duplicate the regulated power supply 
shown in the photos. 1 include a full-size 



0 



DC 10 15 VOLTS 

5 ..a^VI'llll'f/////,, 20 
'A x 200 300 "/'//, 
100 400 



D C MIIUAMPERES 500 




Fig. A. This meter faceplate can be glued to any 
appropriate sized meter with a 5 mA full-scale 
rating. 

copy of my meter panel as Fig. 4. This can 
be copies or cut from the magazine and 
glued to the face of an appropriate 0-5 
mA meter. 
Reference: 

Several other interesting circuits for the CA3018 
are discussed in the RCA integrated circuits 
manual, where complete ratings and tvpical 
characteristics arc listed. 

. . .WB2EGZ ■ 
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Low Cost Function Generator 
for the Experimenter 



Richard Factor WA2IKL 



Most experimenters have audio fre- 
quency oscillators, yet their use is 
severely limited by the lower frequency 
limit of about 20 Hz in most low-cost 
units. This limitation exists because of the 
extremely high impedance necessary to 
avoid loading the frequency determining 
network. Until the advent of the field- 
effect transistor (FET) it was almost 
impossible to build a low-distortion, low- 
frequency transistor signal generator. It is 
still difficult to lower the output frequency 
significantly without introducing severe 
distortion. 

The unit described in this article has 
none of the low-frequency limitations of 
bridge-type oscillators. It generates signals 
in the range of 4 kHz down to about 10 
mHz (that's 10 millihertz, or 0.01 cycle per 



second!). Such frequencies have many uses, 
such as generating slow-sweep displays, 
checking the response of low-frequency 
filters, and voltage-control applications in 
electronic music generation, instrumenta- 
tion, etc. The circuitry is similar to that of 
a high-priced laboratory instrument known 
as a "function generator," but by taking 
advantage of low-cost ICs and nonprecision 
resistors, it can be built for substantially 
less than most kit-type audio generators. 
Circuitry 

Most audio oscillators directly generate 
a sine wave. Sine-wave oscillators usually 
are much more critical than other types. 
The oscillator of Fig.- 1 generates a tri- 
angular wave which is then shaped into a 
sine wave using a FET instead of a reactive 
filter. This renders it insensitive to fre- 



OP AMPS ARE ■ 
Fairth.lrJ pA704, 
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R5 
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Fig. 1. Function generator schematic diagram. 
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quency, enabling the distortion to be con- 
stant over the entire range. Due to diffi- 
culties in obtaining precise symmetry in 
FET characteristics, plus nonideal charac- 
teristics of the transfer function itself, it is 
difficult to get the distortion lower than 
about 1.2%. This is adequate for almost all 
applications. 

Integrated-circuit operational amplifiers 
(opamps) are used to generate the tri- 
angular wave. Unit A2 is connected in a 
circuit arrangement known as an integra- 
tor. Time-determining capacitor C t is 
charged at a rate directly proportional to 
the current fed into pin 2 (the inverting 
input) of the opamp. Pin 2 is kept at 
ground potential by feedback through the 
capacitor, so the current equals the voltage 
at point V c divided by the total series 
resistance, consisting of the resistor on the 
octave switch and the range trimmers. 
Thus, it is possible to control the charging 
rate with RI, and the high current capacity 
vs low leakage current of the opamp allows 
the charging rate, and hence the frequency, 
to be varied over a 500-to-l range, com- 
pared to the normal 10-to-l range for 
normal capacitance-controlled oscillators. 

If a current were just fed into the 
opamp, the capacitor would continue 



charging until the limit imposed by the 
opamp and the power supply voltage was 
reached. However, Al is connected to the 
frequency control pot, and supplies the 
voltage that is converted into the charging 
rate by the various resistors. Al is con- 
nected in a positive feedback loop with high 
hysteresis. The opamp is sensitive to the 
voltage between the two input terminals. If 
the difference is only a millivolt or so, the 
amplifier goes to either its fully positive or 
fully negative limit, depending on the input 
polarity. 

Feedback to the input is through R2 
and R4. Assume the output of Al is fully 
negative. This voltage is clamped to about 
4V by D2 and Z2 (Dl and Zl when 
positive). This 4V is connected back to the 
input through R2 (and the 3.9 kfi pro- 
tective resistor). As the voltage at the 
output of A2 gets increasingly more pos- 
itive, a point is reached where the current 
through R4 becomes opposite to and 
slightly greater than that through R2. 
When this happens, the amplifier instantly 
(in a few microseconds) changes state, 
aided by the positive feedback through R2. 
Of course, when the opamp changes state, 
the integrator starts to charge in the 
opposite direction, thus creating the tri- 




Front panel of function generator. 
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Closeup view of circuit board. 



Construction 

The circuitry is noncritical and any 
convenient layout may be used. Power is 
provided by four 9V batteries. Do not 
exceed this voltage as the operational 
amplifiers are rated for a maximum power 
supply potential of ±18V. The batteries 
should be bypassed with 0.1 jiF capacitors. 
If any trouble is encountered with the 
opamps oscillating at high frequency, it 
will probably be eliminated by bypassing 
the power supply pins to ground as close to 
the IC as possible. If this doesn't work, add 
capacitance to CI, C2. C3, and C4 a few 
picofarads at a time until oscillation stops. 
The values given in the diagram are calcu- 
lated to work with almost all production 
opamps, but occasionally one will be near 
the edge of the specifications and require 
the extra capacitance. 

If you don't need precise frequency 
calibration or attenuation, substantial cost 



can be saved by eliminating these features. 
The range trimmers can also be eliminated 
Oust replace with a short circuit). The 
octave switch can be replaced with a fixed 
resistor down to 15 kf2 or so. The output 
attenuator can be replaced with an ordi- 
nary pot; and substitute the 500fi pot and 
470H opamp resistor before the amplifier 
with a 240J2 resistor; and connect the 
opamp input directly to the FET. The pot 
must be connected to the amplifier output 
to attenuate the amplifier noise as well as 
the signal. Use any convenient pot for the 
frequency control, and calibrate the dial 
yourself. 

Following these procedures can reduce 
the cost to under S10 and yet provide you 
with an oscillator that, in the lower fre- 
quency ranges, is better than anything 
selling for under the price of a laboratory 
function generator. 
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The IC-mitter 
Stephen Goldstein 



This transmitter was designed with the 
QRP fiend in mind. It uses inexpensive 
(S3.80) RCA type CA3000 integrated cir- 
cuits. As crystal oscillators they will work 
to about 10 MHz, and if you're lucky you 
just might be able to use them at 20 
meters. This transmitter will work on 160, 
80, 40, and maybe 20. This contraption 
will put out AM or CW at the flick of a 
switch. 

The schematic should be self-explana- 
tory. If you build on Vector board 1 would 
recommend using sockets. As a matter of 
interest, the 2N3904 is for age. Capacitor 
CI should be chosen for good age action - 
try 0.05 or 0.1 jiF- Transformer Tl is a 
swamped 10 to 5 kft matching trans- 




former. The values shown for it give a 
fairly good match. The C2-L1 network 
should resonate at the crystal frequency. 
Tap LI wherever you get the best match. 
The AM-CW function is switched by a 
3-pole double-throw wafer or toggle 
switch. For AM work, use a 50fi mike (or 
something close* 

These circuits are by no means com- 
pletely original. Only partly. They were 
lifted from RCA publication ICAN5030. 
Also from File 121. Both are available 
from RCA for the asking. These papers 
provide much useful data on the CA3000. 

Have fun! 

Stephan Goldstein ■ 



AM 




Fig. J. See lex! for CI, C2, LI, Tl. For CW you can also switch out the transistor if you want. 
Instead of keying the voltage, you could key the output. If you don't want age, simply ground 
pin 2 of the first IC. 
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An IC Marker Generator 




D. A. Poole K4BBC 



The incentive licensing regulations have 
created a need for identifying 
restricted band segments. The easiest 
method of doing this is by using a crystal- 
controlled oscillator to provide marker 
signals at the edges of the subbands (get- 
ting the Extra license is another good 
approach). 

The marker generator described here 
provides calibration signals at 200, 100. 
50, and 25 kHz intervals, usable up 
through the 6 meter band. Although the 
basic components shown were purchased 




in a kit (R&R Electronics, December, 
l')69. 73 Magazine) containing the two 
circuit boards, the generator could be 




built on perforated board from individu- 
ally purchased components. 

The circuitry consists of a 200 kHz 
oscillator and three divide-by-two stages. 
In the oscillator, a Fairchild ji/L 914 
integrated circuit is connected as a 
crystal-controlled multivibrator. A 200 
kHz crystal is used because it is cheaper 
and more stable than the 100 kHz crys- 
tals usually used in marker generators. 
With the values shown the frequency is 
within a few cycles of zero-beat with 
WWV. 

The output from the 200 kHz oscil- 
lator is successively fed to three nL 923 
integrated circuits, each connected to 
divide the frequency by two. A rotary 
switch selects the desired output. Three 
penlight cells supply the 4.5V required by 
the integrated circuits. 

The generator in the photo was built 
in a 4 x 2W x 2'A in. aluminum box. The 
printed circuit boards with integrated cir- 
cuits are attached to the box with screws 
and small spacers. The small rotary 




The finished marker generator. Note that pen- 
light cells mount handily in cover section of 
minibox. 

switch, battery holder, and output jack 
are from Lafayette. 

The generator has proved to be reliable 
and stable, providing subband identifi- 
cation at a flick of the switch. Because 
the harmonic output of the divider is 
quite strong, tight coupling to the receiver 
or transceiver is not necessary. Good 
results can usually he obtained by slipping 
the end of the output wire down into the 
shield of the first rf amplifier tube. 

. . . K4BBC ■ 
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A Simple Integrated Circuit Q-Generator 



John J. Schultz W2EEY 



Almost any integrated circuit 
operational amplifier can be used to 
build this Q-multiplier. Its advantages 
are extreme circuit simplicity and a 
useful frequency range thai extends 
from audio frequencies to almost all 
i-f frequencies. Both the peaking fre- 
quency and Q can be made variable. 



Both vacuum tube and transistor Q-multi- 
plier circuits find wide application in im- 
proving the selectivity of transceivers and 
receivers, particularly on CW when the 
Q-multiplier is used to peak the i-f response 
following a steep-skirted crystal or mech- 
anical SSB filter. The Q-multiplier provides a 
very narrow bandpass but if used alone does 
not provide steep skirt selectivity. When 
used in conjunction with an SSB filter, how- 
ever, the latter provides the necessary skirt 
selectivity (see Fig. 1 ). 




Fig. 1. Placement of Q-multiplier after SSB filter 
provides effective narrowband response for CW 
reception. 



filter. It can be easily switched for broad- 
band operation so it does not affect normal 
SSB operation. Since it is adjusted for unity 
gain, it does not upset any gain relation- 
ship in the i-f stages. As compared to 
vacuum tube and transistor-type Q-multi- 
pliers, the circuitry of the unit is extremely 
simple due to the use of an integrated circuit 
operational amplifier. The unit can be suc- 
cessfully used on frequencies far higher than 
those normally used with vacuum tube or 
transistor Q-multiplicrs up to 5 MHz or more, 
depending upon the integrated circuit used. 
The circuit can also be used at audio 
frequencies, if desired. One can also build an 
audio selectivity unit for outboard use when 
it is not desired to make internal modifica- 
tions to a transceiver or receiver. 

Circuit Description 

The Q-multiplier is constructed around an 
integrated circuit operational amplifier. 
Many such amplifiers are available on the 
market at prices starting at a few doUars. 
The main requirements for choosing a suit- 
able unit are that it have a differential input 
(inverting and noninvcrting inputs), and a 
single-ended output and a bandwidth suffi- 
cient for the frequency of operation. For 
example, Fairchild 709T amplifiers are avail- 
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The Q-multiplier described in this article 
is meant to be inserted between any i-f stage 
in a transceiver or receiver following an SSB 



Fig. 2. Basic type of integrated circuit operational 
amplifier with a differential input and single-ended 
output that is needed for the Q-multiplier circuit. 
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able for about $3 and arc usable up to at 
least 500 kHz. I built a unit using a Fairchild 
741 which is usable up to 1-2 MHz. Other 
amplifiers such as a Motorola MCI 530 can 
be used up to 10 MHz. 

Figure 2 shows the schematic of the type 
of operational amplifier which is used and the 
formula for the output voltage of an ideal 
amplifier. The Fairchild 741 amplifier which 
I used requires no external frequency com- 
pensation components. Other amplifiers may 
require a few external components for this 
purpose as specified on their data sheet. The 
frequency rolloff components should be 
chosen such that the amplifier gain starts to 
decrease just above the frequency where it is 
used as a Q-multiplier. There is no advantage 
to having the gain '•rolloff" at any higher 
frequency and would just make the amplifier 
more susceptible to oscillation due to a stray 
feedback path via external components. As 
noted from the gain formula, the gain of the 
amplifier depends upon the ratio of R2 and 
Rl. If R2 is made equal to Rl, the gain is 
unity. The Q-multiplier effect is based upon 
replacing R2 with a parallel resonant circuit 
which will present a very high impedance at 
one frequency and, therefore, maximize the 
overall gain at that frequency. Positive feed- 
back is also used to enhance the Q-muIti- 
plying effect of the circuit. 



•.PUT O 




Fig. 3. Circuit of the Q-multiplier as constructed 
for a 455 kHz i f 

Figure 3 shows the schematic of a practical 
Q-multiplier circuit with the IX circuit reso- 



nant at 455 kHz for use in a 455 kHz i-f 
chain. Positive feedback is supplied via a 1 
kil potentiometer: As with other Q-multi- 
plier circuits, the Q can be increased by 
regulating the feedback until a point is 
reached when the unit will break into 
oscillation. The Q-multiplying effect is most 
effective when components are used for the 
resonant circuit which in themselves have a 
good Q. The inductor used for the 455 kHz 
Q-multiplicr is a molded type which provides 
a Q of about 55 at 455 kHz by itself. The 
circuit can multiply this value by about 50 
times or more. Another suitable inductor 
can be obtained by using only one or two 
sections from a regular 1 mH rf choke. The 
trimmer capacitor is used to set the fre- 
quency of the Q-multiplier in the middle of 
the i-f passband. It can, of course, be used as 
a variable tuning control for the peaking 
frequency of the unit. The input resistor, 
although shown with a nominal value of I kfi, 
should be chosen so that the gain of the 
overall circuit is approximately unity. 

Construction and Adjustment 

There is nothing critical about the con- 
struction of a unit utilizing the circuit 
described as long as the various lead lengths 
are kept short. The photograph, for instance, 
shows how the various components can be 
directly wired together on a small piece of 
Vector board. The board itself can be 
directly mounted near the i-f chain in a 
transceiver, receiver, or together with the 
potentiometer used for feedback control if 
the latter is panel mounted. 

If the Q-multiplier is not made tunable, 
the initial adjustment consists of peaking up 
the IX circuit. This can be done with the 
unit connected in an i-f strip and using any 
test signal centered in the i-f bandpass. The 
adjustment is best done with the feedback 
control set for minimum Q and with a barely 
audible CW test signal. The input resistor value 
should he then chosen for approximately 
unity gain. The adjustment is not difficult 
and need not be made exactly. The output 
level produced by a test signal without the 
Q-multiplier connected is noted. Then when 
the Q-multiplier is used, the input resistor is 
chosen so that the output level remains 
approximately the same. With most transis- 
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tor i-f stages, the value of the resistor needed 
will be about I-5H. 

Bypassing of the Q-multiplier can be done 
in a number of ways in order to allow for 
normal SSB reception. If the Q-niultiplier is 
made frequency tunable, it can simply be 
tuned outside the i-f bandpass. In order not 
to have the i-f gain decrease too far when 
doing this, the input resistor must be chosen 
for unity gain to take place when the 
Q-multiplier is just tuned outside the i-f 




The Q-multiplier components can be directly wired 
together using Vector board mounting. In this case, 
a PC board potentiometer is used to set the oper- 
atingQrather than making it continuously variable. 



bandpass. This will result in some increase in 
gain when the Q-multiplier is tuned to the 
center of the i-f bandpass but normally the 
result will not be objectionable. Another 
way to bypass the unit is to replace the LC 
circuit with a simple resistor equal in value 
to the input resistor (as in Fig. 2). The 
switching action can be accomplished by 
using a I k£7 potentiometer for the feed- 
back control which also incorporates a 
SI'DT switch. The switch must be wired such 
that the resistor replaces the tuned circuit 
when the wiper arm of the potentiometer is 
at ground potential. 
Summary 

The simple Q-multiplier circuit described 
can be used for a variety of purposes besides 
that of improving i-f selectivity. It is useful 
for improving the Q and selectivity of a 
variety of tuned circuits as they might be 
used in FSK converters, audio filters for 
distortion tests, etc. Stagger-tuned circuits 
used in series can be formulated lo provide a 
variety of bandpass shapes, often replacing 
more expensive components where bandpass 
shape factor is not important. 

The permission of Dick Gerdee of Optical 
Electronics to present this circuit, which he 
originally developed, is gratefully acknow- 
ledged. . . . W2EEY ■ 
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3 Versitile IC Testers 
Richard Factor WA2IKL 



A s integrated circuits become widely 
xliiM'd in industry, large numbers of 
them find their way into the surplus 
market, often at prices of a few cents each. 
The cheaper assortments contain many 
rejects and are frequently unmarked. With 
transistor assortments, this is not a prob- 
lem, since transistors generally have three 
leads, and only a few trials are necessary to 
find out if they still "transist." 

ICs compound the problem, since they 
not only have many more leads, but they 
don't all do the same thing. Figure I shows 
just a few of the many configurations 
available. With three simple IC testers, you 
can test and identify virtually all of the ICs 
a ham is likely to come across (including 
those of Fig. 1 ). 

After the sweeping claims above, 1 
should clarify some of the things the 
testers won't do: They will not rapidly and 
automatically test all the static and 
dynamic parameters of ICs. They will not 
automatically check such complex func- 
tion units as 256-bit read-only memories 
and other MOS circuits. They will not test 
the vast assortment of rf and video ampli- 
fiers available. They will give no measure- 
ments good to 0.1%. But all three can be 
built for under S20; so if you don't expect 
the impossible, you can make up a very 
handy item to have around. 

What the testers will do, and do quite 
nicely, is test RTL, DTL, and TTL digital 
logic circuits, decade counters. Nixie 
drivers, and assorted operational amplifiers 
and comparators, and tell you whether or 
not they work. And believe me, that's all 
you really care about. 

Testing Philosophy 

To test an IC, the simplest thing to do is 
to regard it as a black box. You apply 



power to it, connect an input to the proper 
pin, and observe whether the output is as 
expected. The procedure for doing this to 
an unmarked IC is as much an art as a 
science. I will describe my procedure for 
going through a batch of ICs. Bear in mind 
that this is only a representative method - 
you might hit on one that works better for 
you. 

Assume you have latched onto a hand- 
ful of unmarked TTLs known to belong to 
the SN7400N series. This family has gates, 
flip-flops, and assorted complex functions. 
Since gates are, the most common function, 
it is best to start by looking for them. 
Connect the patch cords so that pin 7 is 
grounded, and pin 14 goes to the +5V 
terminal. One advantage of looking for the 
gates first is that these power supply 
connections cannot damage any flip-flops 
or counters. 

It is a very good idea to have the 
manufacturer's literature handy so that 
once you identify an IC, you can label it 
with a number rather than writing a truth 
table for it, and so you can avoid pitfalls 
like improper power supply connections. 
Insert the ICs into the socket and watch 
the output current of the supply. When it 
increases (about 5-10 mA), you have 
reason to believe that the IC is a gate. 

The next step is to look for outputs. 
The easiest way to do this is to connect the 
scope successively to each pin while hold- 
ing the tip of the patch cord. Holding the 
cord puts 60 Hz on the scope input. Inputs 
have very high impedance, and thus the 
signal will not disappear when the scope is 
connected to one. Outputs have either 
saturated transistor outputs in either state 
(TTL), or low-resistance pullups (DTL or 
RTL), and will effectively short out the 60 
Hz current picked up by the body. Once an 
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output is identified, connect a pulse input 
to the other pins and find out which ones 
give an inverted output. This is now suffi- 
cient to identify the IC. 

Frequently an IC will be perfectly good 
except for one input. If it has only a minor 
defect (one of four gates bad, a defective 
reset on a flip-flop, or such), you can break 
off the pin corresponding to the defect. 
This is much more economical than dis- 
carding the unit. 

Now that we have identified the gates, 
let's try some other possibilities. Connect- 



ing pin 1 1 to ground and pin 4 to +5V is 
appropriate for the SN7473N flip-flop. 
Again, identify the outputs as above and 
connect the scope to one of them. Connect 
the pulse generator to the other pins. If 
you truly have a flip-flop, you should see 
the pulse waveform divided down to a 
square wave at half its frequency. 

Similar procedures can be followed for 
almost any digital IC. Some of the newer 
functions are sufficiently complex to make 
a data sheet necessary for testing, or you 
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may never hit on an appropriate combina- 
tion of inputs and outputs. In such a case 
the digital tester of Fig. 2 can still make 
valid operational tests, although it will be 
of little use in identification. 
Decade Counters, Nixie Drivers 

Counting circuits and readout tube 
drivers are becoming more popular as their 
prices decrease. While the SN7490N decade 



counter can be tested by the above 
method, it is rather tedious, and the driver 
cannot be since it is designed to interface 
with a high-voltage device. To simplify 
testing of the counter and SN7441N Nixie 
driver, a special unit was built (Fig. 3) 
which simulates decade counter operation. 
Half of an SN7400N (or any other 2-, 3-, 
or 4-input dual, triple, or quad gate) is used 
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to produce a single pulse each time the 
SPDT switch is closed. This, steps the 
decade counter, and the Nixie tube is 
observed for proper operation. Obviously, 
it is necessary to have a working Nixie 
driver in the socket when testing the 
counters, and vice versa. 

The 22 k£2 resistor in series with the 
Nixie is for current limiting. This resistor 
value depends on the B+ supply and the 
particular tube used. A rule of thumb is to 
select a resistor which insures that all of 
each digit is lit up when the corresponding 
cathode is grounded. The value is not 
particularly critical. 

Linear ICs 

Compared to digital ICs, linears are a 
horse from a different stable. If you have 
no idea what type you have, you are quite 
likely to destroy it during the testing 
procedure. They are designed for a wide 
variety of positive and negative voltages, 



and pin connections are quite nonuniform. 
The most useful type of linear IC is the 
operational amplifier, or opamp, and the 
most popular of these is the type 709. 
They are so popular that the price has 
plummeted from over S50 to under S2 in 
reasonable quantities, and are available 
from numerous sources. The linear tester 
(Fig. 4) was designed primarily for 709 and 
the 710 comparator. It will also test other 
opamps, such as the LM101, the 702, the 
fiA 741. and the LM102 voltage follower. 
The diagram showing the test-circuit equiv- 
alents (Fig. 5) gives the appropriate output 
waveforms to look for. The tester doesn't 
test for parameters such as dc offset and 
open-loop gain, but does provide a go/no- 
go test. 

The unijunction and current-source 
transistors generate a linear sawtooth of 
about 16V amplitude. The approximately 
820S2 resistor is adjusted so that the 
voltage swing is symmetrical about ground 
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when measured at the emitter of the MPS 
6520 buffer. This signal is then appropri- 
ately attenuated and applied to the device 
input. The 709 output should be a sym- 
metrical linear sawtooth of 16V amplitude. 
The 302 output should be similar, but 
without attenuation. Testing the 709 with- 
out attenuation will show its peak-to-peak 
output swing, without delivering enough 
current to damage the input. A tester 
switch is used to control the attenuation. 

Building the Testers 

The diagrams are more or less self- 
explanatory. The only special component 
used in any of the testers is the patching 
arrangement for the digital IC tester. I used 
some sort of connector block into which 
small conical pins fit. It had been lying 
around for so long that I forgot where I got 
it. If you can't find something like this, 



you might try an arrangement of terminal 
strips and alligator clips, or perhaps a field 
of pin jacks. Also, while it is not shown on 
the diagrams, it is a good idea to bypass the 
power supply connections to ground as 
near to the IC sockets as possible, especi- 
ally in the linear IC tester. 

Unless you're an old pro with ICs, 
testing them is not as boring a job as it may 
seem. It is impossible to describe a com- 
plete test procedure for all digital ICs, since 
they fail in as many ways as there are 
internal components. It is highly instruc- 
tive to test the ICs with both the pin 
diagrams and the internal schematics in 
front of you. It will give you insight into 
IC operation and a better knowledge of 
logic functions than can be obtained from 
the literature. And the money you save 
from salvaging just a few ICs can equal the 
cost of the testers. 

. . .WA2IKL ■ 
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An IC Audio Processor 



John J. Schultz W2EEY 



To write about another type of speech 
compressor and still, yet, to call it an 
"ultimate" type may seem a bit overdone 
at a time when speech compressor circuits 
of every variety are commonplace. But the 
unit to be described is by no means just 
another garden-variety speech compressor. 
The phrase "audio processor" as used in 
the title, may, on the other hand, seem a 
bit nondefinitive, but it has been used to 
indicate that the unit provides a far more 
useful function than just speech compres- 
sion alone. In fact, it is meant to convey 
the idea that it has processed a speech 
waveform on an af basis to such a degree 
that the waveform is the best possible to be 
fed to a transmitter for full modulation. 

The unit makes use of two ICs-an 
SL630 amplifier and an SL620* automatic 
gain control unit. The two ICs were de- 



signed to mate together for a speech 
processing function and, therefore, should 
be used together even if one is tempted to 
replace the relatively simple amplifier IC 
by another type of IC. 

The complete schematic of the unit is 
shown in Fig. 1. The unit is designed for 
both a low impedance input and output 
and a matching transformer is necessary for 
use with a high-impedance microphone. 
Usually, no transformer is needed on the 
output even if it is connected to a high- 
impedance audio input on a transmitter 
because of the amplitude of the output 
voltage. The input provides either for a 
balanced or an unbalanced type of micro- 
phone input. The former can be quite 
useful since by having both microphone 
leads ungrounded, many problems with 
noise pickup, rf pickup, etc. on the microp- 



Fig. 1. Complete schematic of the IC audio processor. 
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hone lends are automatically avoided. II" 
the usual type of unbalanced input is used, 
however, it is connected to pin 5 of the 
SL630 via a 1 /iF capacitor. Pin 6 is then 
left unconnected. The capacitor between 
pins 3 and 4 of the SLf>30 provides a 
high-frequency rolloff characteristic. The 
values shown provide a rolloff starting at 3 
kHz. but this can be changed, if desired, by 
experimenting with the capacitor value. 

The output is taken from pin I of the 
SL630 via the two 3 /jF coupling capaci- 
tors. Part of this output is coupled to pin I 
of the SL620 IC via the 0.5 fiV capacitor. 
The SL620 IC uses this voltage to generate 
an age voltage which is eventually available 
at pin 2 of the SL620. From there it is 
coupled to pin 8 of the SL630 to control 
the gain of the latter IC. What these two 
little ICs can accomplish is shown nicely by 
Fig. 2. The upper curve shows a varying 
speech input, while the second curve shows 
how the audio output appears after pro- 
cessing. Notice that when the speech input 
either rises rapdily or falls rapidly the 
output remains essentially constant. Noise 
bursts, because of their much shorter time 
duration, are recognized separately by the 
unit. The noise burst shown occurring 
during speech, although much higher in 
amplitude than the speech level, produces 
practically no increase in output. An auto- 
matic squelch feature is also provided. 
When there is a pause in speech, the output 
is disabled to prevent the background noise 
buildup common to most simple compres- 
sors. The pause time before the output is 
disabled is about I second and can be 
changed, if desired, by varying the value of 



the capacitor from pin 6 of the SL620 to 
ground. 

The control range of the unit is illus- 
trated by Fig. 3. Only a very slight change- 
in age voltage is necessary to control the 
output over a 60 dB range. In practice, the 
input can change over a 35 dB range and 
the output level will remain between 70 
and X7 mV. 

Construction 

The photograph shows how the author 
constructed a unit on perforated board 
stock. The parts layout is in no way critical 
and is just a matter of convenience. The 
photograph of the underside of the board 
is just shown to illustrate how easily the 
unit could be adapted for etched PC board 
construction as a club project since only 
one wire crossover is necessary and even 
that can probably be eliminated by exper- 
imenting with the parts layout. 

The units will operate equally well with 
a 6 or I 2V dc supply and draw up to about 
15 rtiA. The operating voltage can be 
borrowed from a well filtered point in a 
transmitter or a battery supply used. In the 
latter case, a usual 9V battery is ideal to 
use. There are no controls to the unit and 
so it may be housed easily inside a trans- 
mitter, avoiding only any location near 
high rf fields. 

Operating Results 

I compared operation of the unit to 
several types of conventional audio com- 
pressors. In every case, the unit described 
exhibited a much smoother compression 
action without pops, clicks, etc. It simply 






i Fig. 2. Illustration of the input/output and age 
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Fig. 3. Control range of the unit excees 60 dB. 
The graph illustrates the control of the input 
signal by the SL630 with age voltage supplied by 
the SL620. 

sounded more like the type of quality 
speech processing found on commercial 
circuits rather than the usual harsh, noisy 
compressor type action, which usually has 
to be disabled for local contacts because 
the inherent distortion then becomes so 
noticeable. The squelch and noise immu- 
nity features added also a great deal to the 
cleanliness of the speech output and should 
be particularly useful in a mobile type 
situation where a great deal of extraneous 
background noise can exist. 

The IC Internals 

The circuitry of the SL630 audio ampli- 
fier is not too different from that of many 
IC audio amplifiers, except that it includes 
provision for age control of its output over 
a wide range. The input is coupled to a 
differential amplifier directly without the 
use of coupling capacitors for a balanced 
input. The age voltage (pin 8) controls the 
emitter current flow return for the differ- 
ential amplifier via the transistor whose 
base goes to pin 8 and a 3.6 k$2 resistor. 
The 750ft resistor between base and collec- 
tor acts as a "linearizing" element to give 
the smooth control range shown in Fig. 3. 
The rest of the unit continues to provide 
amplification (40 dB overall), ending in a 
series-connected output pair, which can 
provide an output up to 250 mW if the 



unit were used as solely a power amplifier 
device. Unlike many ICS, however, the 
necessary bias resistors and capacitors to 
suppress parasitic oscillations are all in- 
cluded in the unit, thus saving many 
external components. Pin 7, marktd "mu- 
ting," can be switched to ground to disable 
the audio output. If manual control of (he 
gain of the unit were desired (instead of by 
the SL620 unit), a potentiometer can be 
connected between pins 9 and 2 with the 
wiper arm going to pin 8. 

The circuitry of the SL620 unit, on the 
other hand, is quite different than most ICs 
because of its specialized functions. Tl 
through T4 are the input af amplifiers. The 
af output is couplea to a dc output 
amplifier (T16-T19) by means of two 
detectors (TI4 and T15). T14 in conjun- 
ction with CI has a short rise and fall time 
constant. Tl 5 in conjunction with C2 has a 
long rise and fall time constant. Thus, any 
input signal will rapidly initiate age action 
via T14 (in 20 ms), but after a longer time 
(200 ms) Tl 5 takes over to control the age. 
The effect is rapid initial age response but 
not false age response to sudden peaks 
after the speech input has started. T6-T8 
form a trigger circuit which detects sudden 
peak inputs above 4 mV, such as noise 
bursts. When such a burst occurs during a 
pause in input it prevents via TI0 and T13 
the output from being turned on. 

T9 in conjunction with C3 forms a sort 
of memory circuit having a time constant 
of about I second. So long as a speech 
input is present, it does not act but during 
a pause exceeding one second, C3 dis- 
charges to turn on TI2 via Til and turn 
off the audio output of the SL630/SL620 
combination. The capacitors mentioned 
above for the various time constants, CI, 
C2, and C3, are external to the IC and their 
value can be experimentally changed to 
suit individual preferences. W2EEY" 

*// units are not available locally, write to 
Plessey Microelectronics. I 70 Finn Street, 
Farmingtiale. /,./.. NY for location of 
nearest distributor. 
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An Integrated Circuit CWID Generator 
P. J. Ferrell, W7PU9 



ojcct to develop an automatic, 
t solid-state CW ID generator was 
recently initiated by members of the 
Seattle repeater group. Although there 
have been a number of recent articles 
concerning such devices,'" 2 " 3-4 our start- 
ing point was the FM Magazine article by 
Woorc. 5 The outcome of this project must 
be classified as an engineering overkill. The 
resulting CW identification generator 
features a clocked character generator (for 
flawless CW with variable speed), inexpen- 
sive RTL integrated circuitry, and a 
computer-designed diode read-only 
memory matrix. Also included are "pulse" 
starting, a discrete "hold" voltage available 
and a continuously 
(from far too slow 
to far too fast). Not only are these gener- 
ators ideal for repeater identification, but 
they may be used to identify any amateur 
station such as RTTY, ATV, etc. 

The block diagram in Fig. 1 shows the 
major divisions of the ID generator. Many 
excellent articles covering RTL logic design 

STOP 



have appeared in amateur literature 5 "* and 
the reader is referred to them lor back- 
ground material. 

Program Counter and Start/Stop Flip-Flop 

This six-stage ripple counter consists of 
three dual JK flip-flips. The first five 
cascaded stages are the program counter 
and count from 0 to 31. The last stage is 
employed as the start /stop flip-flop. Fach 
stage of a ripple counter is arranged to 
toggle (change stale) on the output of the 
preceding stage. A five-stage program 
counter has 32 distinct stages (2 5 =32). 
When arranged as shown in Fig. 2. the 
program counter advances under the con- 
trol of gate (II which derives its input from 
the character generator. Fach dot, dash, or 
blank character advances the program 
counter bv one count. The last character 
(number 32) resets or clears the first five 
stages, but toggles the start/stop flip-flop 
to the "slop" or set position, thereby 
halting the character generator. 

A positive pulse into the "preclear" 
input of FF6 clears (he halt and allows the 
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character generator to run. thereby initi- 
ating a cycle of operation. A five-stage 
program counter was chosen since virtually- 
all amateur calls can be encoded in 32 
characters worth of dots, dashes, and 
blanks. RTL JK flip-flops are adversely 
affected by eapacilive output loads, and 
will not toggle reliably if the capacitance is 
too high. This fact precludes the use of 
silicon diodes in the and portion of the 
diode memory. 

If the program counter output lines 
were buffered (isolated from the flip-flops 
with gates or inverters), then any type of 
diode could be used in any memory 
position; but germanium diodes have very 
low capacitance and may be connected 
directly to the flip-flop outputs, thereby 
saving the cost of 1 0 buffer stages. 
Variable Speed Clock 

The clock circuit must deliver a negative- 
going pulse with leading edge of less than 
a microsecond duration in order to toggle 
an RTL JK flip-flop. The pulse repetition 
rate should be variable to permit choice of 
code speed. The circuit is shown in Fig. 3 
with a PNP silicon transistor paired with 
gate G2. The net effect is a PNPN switch. 
Capacitor C charges to about 2V and then 
discharges through the gate with a leading 
edge which is very abrupt. 

Nearly any of the new PNP silicon 
transistors will work in this circuit. The 
minimum value - for R is about 33 kf2 else 
sufficient current is available to hold the 
switch in conduction (just like a neon 
relaxation oscillator). For R much above 1 



Mfi insufficient current is available to 
initiate the regenerative "snap" action. 
Values of R between these limits work 
well. 

Character Generator 

The electronic generation of Morse code 
requires the creation of dots, spaces, 
dashes, and blanks which have a precisely 
specified relative length. The dot and space 
are each of one unit duration, while the 
dash and blank are each of three units 
duration. 

An extremely clever character generator 
was borrowed from the Micro-Ultimatic 
Keyer 7 and forms the heart of the ID 
generator. The character generator consists 
of two JK flip-flops (FF7 and FF8) and 
gates G3 and G4 as shown in Fig. 3. A 
positive (stop) voltage on terminal C of 
FF7 holds it in the clear state, thereby 
stopping the character generator. If the 
stop voltage is removed, the character 
generator toggles in such a manner as to 
produce a string of dashes at the output of 
gate G4. If a positive (+DOT) voltage on 
terminal C of FF8 changes the string of 
dashes into a string of dots. A dash (or 
blank) requires four clock pulse intervals 
while a dot requires two. Gates Gl and G4 
each invert the output of gate G3. 

The output of gate G 1 must be either a 
dot or dash character (never a blank), and 
is used to advance the program counter at 
the end of each character. The second 
input to gate G4 will blank out the output 
code stream, and is used to produce a 
blank character. If a blank is required, then 
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a positive "+BLANK" input from the 
diode memory causes the dash generated 
by the character generator to be blanked 
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Fig. 4. Diode memory inputs and outputs. 

out - which results in the transmission of a 
blank character. 

Thus, the role of the diode read-only 
memory matrix is to provide just that 
sequence of +DOT and +BLANK inputs to 
the character generator which results in the 
transmission of the desired code stream. 
Gate G4 is the output with a plus repre- 
senting "key down" and a zero represent- 
ing "key up." 



Diode Read-Only Memory Matrix 

This is the hard part! Each desired code 
stream requires a distinct and different 
read-only memory design. A +DOT voltage 
must be produced by the diode memory 
for each program counter state that cor- 
responds to a dot in the desired code 
stream, and a +BLANK is required for each 
blank character. An example is presented 
in Fig. 4. 

Suppose that the first letters of the 
desired code stream were "DE (blank, 
blank)W7". The program counter states are 
shown corresponding to the required out- 
puts from the diode memory matrix. A 
dash is seen to be the "default" condition; 
i.e. if neither a +DOT nor a +BLANK 
occurs, a dash results. Each of the 32 
program counter states must be accounted 
for since they all appear on each ID 
execute cycle. 

Figure 5 shows the method for decoding 
the program counter. The five terminals 
marked FFI through FF5 are connected to 
either the 1 or 0 side of the respective 
flip-flop. If any of the five connections is 
low, then the whole common line is low. 



Output 
line 

♦3VC^-X£ 1 T T T T ^IbLANK 

Mitt 

FFI FF2 FF3 FF4 FF5 

(lorO) (lorO) (lorO) (lorO) (lorO) 



Fig. 5. Diode decoder for program counter. 
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Fig. 6. Using the Karnaugh map. 



The only time the common line can be 
high is when all five input connections are 
high. For any given connection, this will 
occur exactly once during each program 
counter cycle. This type of diode decoder 
is often called an and gate since it has a 
high output only when all inputs are high. 

Because of the diode output from the 
common line, these decoders may be 
paralleled to obtain the required +DOT and 
+BLANK functions. This paralleling is 
often referred to as an or gate since any 
high input results in a high output. 

In the example of Fig. 6, the desired 
code stream has 15 dots and 9 blanks. If 
we employ a separate diode decoder for 
each one, then a total of 24 decoders 
would be required: 15 would be paralleled 
to give the +DOT signal and the remaining 
9 would be paralleled to provide the 
+BL.ANK signal. Each decoder requires 6 
diodes for a grand total of 144 diodes to 
build a straightforward read-only memory 
using this technique. 

Fortunately for us, the English philo- 
sopher George Boole published his Investi- 
gation oj the Laws of Thought, in which he 
resolved Ihe ambiguity of the words and 
and or by means of a kind of algebra. In 
1938, eighty-four years later, Prof. D. E. 
Shannon (the Information Theory 
Shannon) put Boole's algebra or Boolean 
Algebra to use in the Symbolic Analysis of 
Relay and Switching Circuits. This classic 
paper has revolutionized switching design, 
and has led to the development of minimi- 
zation techniques which can dramatically 
reduce the diode count of our ready-only 



memory. The details of these methods and 
the underlying theory are beyond the 
scope of this article, but for those who are 
fascinated by this stuff, standard texts are 
available which will quickly dispel the aura 
of "black magic" that seems to surround 
this area. 8 

For our purpose, a graphical reduction 
technique known as a Karnaugh map will 
be employed. Figure 6 illustrates the 
process for the code stream DE W7DBF. 
The polarity of the I output levels of 
flip-Hops FFI through FF5 are shown as 
the program counter steps from 0 (all FFs 
clear) to stale 31 (all FFs set). The sample 
code stream begins with a blank and has 
three blanks separating the DE from the W 

A Karnaugh map organization of pro- 
gram counter states is presented, flanked 
on the left by (he DOT map and on the 
right by the BLANK map for the desired 
code stream. Reduction is accomplished by 
"folding" the map about any of the 
dividing lines and pairing the marks (dots 
or blanks) which overlap. For example, 
folding the DOT map about the vertical 
centerline pairs dot 5 with dot 21 , and dot 
9 with dot 25, and dot 15 with dot 31. 
Successive pairing, then pairing pairs, elc. 
allows a reduction from the original 144 
diodes to a total of 48 diodes arranged as 
shown in Fig. 7. Note that in Fig. 7, the 
0/1 flip-flop lines are reversed for FF2 and 
FF4. This reversal materially simplifies 
printed circuit construction. 

As an example of pairing, consider ihe 
blanks in positions 0. 4. 8. and 12 of Ihe 
BLANK map of Fig. 6. If Ihe map is folded 
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Fig. 7. Diode read-only memory matrix for "DE VllDBF. ' 



about the second vertical line (the one 
separating positions 4 and 12). then blank 
4 pairs with blank 12. and blank 0 pairs 
with blank 8. If we fold again, then all four 
blanks coincide with each olher. This 
is illustrated in Fig. 8. In part A. the 
program counter states for positions 0 and 
8 are compared. They differ in exactly one 
FF position (FF4) as all pairs must. A 
single diode decoder of the type shown in 
Fig. 5 could get both blanks simply by 
neglecting to connect to FF4. It even saves 
one anil diode. 

I'art B of Fig. X presents the same 
comparison for blank 4 and blank 12. and 
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Fig. S. Actual reduction procedure. 



again they differ only in FF4. In part C. a 
comparison of the 0/8 with the 4/12 pairs 
shows that these differ only in FF3. Thus, 
if a three-input diode decoder of the type 
presented in Fig. 5 were connected to FFl 
(0). FF2 (0). and FF5 (0). it would give a 
+BI.ANK for all four desired program 
counter states (0. 4. 8. and 12). Without 
this reduction. 24 diodes Isix for each 
blank) would have been required rather 
than the four actually required. This diode 
decoder may lie found in Fig. 7 as the first 
line in the +B1ANK group. 

The foregoing example illustrates the 
use of a Karnaugh map. The actual reduc- 
tion is performed as in Fig. 8. It should be 
noted that some states will not pair, such as 
blank 27 in Fig. 6. To pick up this blank, a 
full five-input diode decoder is required. 
From Fig. 6, we see that for blank 27, the 
program counter is in state "++0++" and 
the resulting diode decoder can be found in 
Fig. 7 as the bottom diode line. 

The rule when pairing states is that the 
two program counter states can differ in 
exactly one flip-flop position. All other 
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positions must agree, including any 
omitted connections as in Fig. 8, part C. If 
there is disagreement in more than one FF 
position, then these two states do not pair. 

After completing the reduction process, 
check to make sure that every necessary 
state has been covered at least once by one 
of the final decoders; otherwise, you may 
be surprised at the resulting code stream. 
This type of calculation, once understood, 
is not particularly difficult, but it certainly 
is tedious and has lots of room for errors. 
Slight changes in the desired code stream 
(even position) can have a huge impact on 
the diode count. 

For example, the diode count for the 
code stream in Fig. 6 is 48. If just the DE is 
slid one count to the right, a new code 
stream is formed which starts with two 
blanks, and has two blanks between the DE 
and If. The diode count for this new 
stream is 55. If this new stream is shifted 
two positions to the left, so that the two 
leading blanks become trailing blanks, then 
the diode count becomes 85. These effects 
are unpredictable, and for complete 
optimization each code-stream version 
must be reduced separately, and the results 



compared. This greatly increases the 
already great tedium of such calculations. 
Computer Optimization 

In order to minimize the pain of diode 
memory design, the task was subcontracted 
to a digital computer. The Seattle repeater 
group is extremely fortunate in having 
remote access to the University of Washing- 
ton Computer Center's Burroughs B5500 
computer, one of the nicest hardware/soft- 
ware systems ever put together. The resulting 
program in extended ALGOL accepts the 
desired code stream (in dots, dashes and 
blanks) as an input and performs a com- 
plete Boolean reduction for both +DOT 
and +BLANK diode decoders. 

If the specified code stream is less than 
32 characters (more than 32 characters are 
not allowed), then the computer assigns 
the necessary trailing blanks and performs 
the required reductions, and repeats the 
process for each shifl of the code stream 
until all the trailing blanks have become 
leading blanks. The code stream version 
having the Smallest diode count is printed 
out along with diode and resistor counts 
and an actual map of the entire diode 
read-only memory matrix, hxamples of the 
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digital computer printout are shown in Fig. HF.P 5701. Virtually any PNP silicon trait- 

ft, sistors will function in the clock ciicuit. A 

H K 1* 57 is a good choice. Both germanium 

Construction and silicon diodes are used in the diode 

The four dual JK flip-flops are Motorola read-only memory. Germanium diodes arc 

MC790P (or HF.P 572) and the quad employed for the and function, since their 

2-inpui gate is a Motorola MC724P (or low junction capacitance will not load the 
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Fig. 10. Full-size reproductions of PC board. 
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Here's what the board looks like when the flatpacks and diode matrix are soldered in. The vertical 
placement of the diodes helps to keep the size down to this 3x5 in. circuit board. 



JK flip-flops in the program counter. 
Either silicon or germanium diodes may be 
used in the <» function, with silicon signal 
diodes preferred since they result in a 
higher noise margin for the memory. Cheap 
diodes are available from various solid-stale 
supply houses. Poly Paks features 50 
silicon or germanium diodes lor St. 

Both sides of 3 x 5 in. double-sided PC 
board are shown in Pig. 10. A one-sided 
board was used for the firsl few models, 
with a second 3 x 3 in. board used to 
complete the matrix connections. This 
••cordwood'* construction is a pleasure to 
look at. but a nightmare to wire up. If a 
diode goes ••west" on a cordwood style 
generator, it is best to throw it away, since 
unsoldering about 80 diodes and resistors 
and then getting things back together is 
even worse than the initial construction 
effort. A double-sided epoxy glass PC 
board is recommended for the ID gener- 
ator. An operational generator should be 
enclosed in a metal box with all leads 
bypassed for rf. Even VHF/UHF fields 
have the ability to drive RTL logic cir- 
cuitry absolutely crazy. Before undertaking 
the construction of this ID generator, the 
builder should obtain as many of the 
referenced ID generator articles'" 2 " 3 " 4 as 



can he found and read them over carelully. 
The additional background material will 
amply repay the effort involved. 

I he Seattle repeater group can supply a 
moderate number of tinned epoxy glass 
circuit boards for this ID generator. The 
board is not drilled, but assembly instruc- 
tions and a computer optimized diode map 
for the circuit board is included. Be cerlain 
to specify the desired code stream, keeping 
in mind the absolute limit of 32 characters 
(dots, dashes, and blanks). Unit cost is $10, 
and they may he obtained from tin- Seattle 
repeater group. 1X235 46th PI. S.. Seattle 
WA "8188. 

Acknowledgement. The author expresses 
appreciation to K7I -VO for art photog- 
raphy, and to K7MWC for the snapshot. 
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IC Square-Wave Generator 

Charles Jimenez, WA4ZQO 



This project was designed primarily for 
those who wish to acquaint themselves with, 
and gain experience using, integrated cir- 
cuits. The square-wave generator described 
is a rather easy construction project. This 
is not to say, however, that it sacrifices 
performance for the sake of simplicity. In 
fact, several shortcomings of usual square 
wave generator circuits have been overcome 
in this design. The construction of this unit 
will result in a fine piece of test equipment 
which will be handy around any ham shack. 

Circuit details 

The circuit which generates the basic 
square wave form is shown in Fig. 1. This 
is called an astablc multivibrator. The gates 
Gj and G 2 are from a Fairchild «L 914 
integrated circuit. It's a dual two-input gate 
and should be familiar to many 73 readers. 

Each gate is cross-coupled to the other 
through a resistor-capacitor network which 
determines the operating frequency. Differ- 
ent capacitors are switched in for chang- 
ing frequency bands. There are five bands: 
band A-10 Hz to 150 Hz; band B-100 
Hz to 1.5 kHz; band C-l kHz to 15 
kHz; band D-10 kHz to 150 kHz; and 
band E-70 kHz to 1 MHz. In order to vary 
the frequency within these bands, normally 
you have to vary both R, and R 2 simultane-' 
ously. But by varying only 1^ we can obtain 
the same bandspread and save the cost of 
a ganged pot. Unfortunately this will de- 
stroy the symmetry or squareness of the 
output waveform. This can be remedied and, 
as you will see later, the remedy brings 
along a couple of extra advantages of its 
own. 

The simple astablc multivibrator of Fig. 1 
would work nicely if it were not for one 
big shortcoming. It may cease oscillating 
when switching frequency ranges or it may 
fail to start up when turned on. This hap- 
pens when both gates saturate at the same 
time. In normal operation, G, and G 2 con- 
duct on alternate cycles; that is when Gl 
conducts, G 2 is cut off. This process is in- 
sured by the capacitors which drive the 
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gates by charging and discharging alter- 
nately. 

However, suppose now that you are chang- 
ing bands. As the arm of the bandswitch 
moves from one capacitor to the next there 
will be a time interval where there is no 
capacitor in the circuit at all. Both gates 
will now see a positive voltage at their in- 
puts through R, and B™ and will conduct 
heavily. The multivibrator will now be locked 
and cannot be started up again unless you 
first turn off the power. Obviously, it would 
be very frustrating to have to turn off the 
power whenever you wanted to change 
bands. I ought to know since it kept hap- 
pening to me in my early stages of experi- 
menting. 

The seemingly insurmountable problem 
was easily overcome by using a couple of 
diodes. Fig. 2 shows the circuit, known as 
a self-starting circuit. By referring to Fig. 1 
and 6 you'll be able to see how this circuit 
works. The two diodes are connected to each 
output and to the junction marked (X). 
The +3 V for B, and B 2 is now supplied 
through D, and D 2 from the collector of 
either gate. Remember that when a gate 
is cut off the collector goes positive and 
+3 V appears at junction (X). The circuit 
will operate properly as long as at least 
one gate is cut off. Now if both gates should 
happen to saturate at the same time when 
switching capacitors, the positive voltage at 
(X) will disappear, tending to cut off the 
gates immediately. In other words, the diodes, 
which form the OR gate, will not allow 
the multivibrator to lock in a saturated con- 
dition. Proper operation will begin when the 
next capacitor is switched in. We now have 
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a reliable astable multivibrator circuit which 
produces rectangularly shaped waves. 

As stated earlier, the method used for 
varying the frequency destroys the output 
wave's symmetry. When R, is varied, the 
output may change from a square wave to 
a rectangular wave or pulse, for instance. 
Of course, this change in wave shape has 
no effect upon the frequency as it is varied. 
In order to correct the wave shape, the 
output of the multivibrator is fed into a 
Fairchild »L 923 J-K flip-flop. The action 
of this flip-flop is shown in Fig. 3. The 
t>L 923's output change* only when the input 
signal goes negative. Notice that the output 
is always a perfectly symmetrical square 
wave, regardless of the shape of the input 
waveform. The input can be spikes, pulses, 
rectangular waves or any other waveform 
which has a fast negative going portion. It 
can also be seen from the diagram that 




Fig. 2. Complete square wave generator. Bandswitch- 
ing capacitors are 10% or bettor tolerance. Resistors 
ore l/ 4 watt. 

the output frequency is one-half the input 
frequency. This means that the multivibra- 
tor is actually operating at twice the fre- 
quency indicated on the front panel dial. 
The generator puts out a beautiful square- 
wave to 1 MHz and beyond. A slight amount 
of overshoot on the rising portion of the 
square wave is norma) at high frequencies. 
The S (set) and C (clear) inputs are both 
grounded, and the P (preset) input and 
the Q output are disregarded. 

Synchronization pulses are fed into gate 
G, for locking the generator's frequency to 
some external source or oscillator. For in- 
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Fig. 3. Operation of the fiL 923 flip-flop. Not. that 
regardless of the shaps of tho input waveform, the 
output Is always a perfectly symmetrical square wavo. 



stance, by feeding a 100 kHz signal from 
your receiver's crystal calibrator, you can 
lock the generator at 100 kHz, 50 kHz, 
33 kHz, 25 kHz, etc. Of course, this will 
result in excellent frequency stability and 
accuracy. Be careful not to feed too much 
signal into the sync terminals, as you might 
cause erratic operation. 

The output level is controlled by a 5-k 
pot at the output of the flip-flop. The actual 
value isn't too important as long as it isn't 
too low. Otherwise you might load the flip- 
flop too much. Don't go below lk. The use 
of a log-taper pot will permit adjustment 
down into the millivolt region for low-level 
audio work. The output voltage is about 
two volts into a high-impedance load. 

The supply voltage for the unit is taken 
from two 1.5 volt D cells in series. Current 
drain is less than 40 mA. Remember that 
pin 8 of both IC's is connected to the +3 V 
and pin 4 of both is connected to ground 
or minus. A colored line or flat portion on 
the edge of the IC's body identifies pin 8. 
Diodes D, and D 2 can be almost any signal 
diode. Parts values should be followed rather 
closely to insure adequate band coverage. 

Construction 

The printed circuit layout is given for 
those who want to make their own PC 
boards. You can get an idea of the front 
panel arrangement from the photo. Actually 
there is nothing critical about layout or con- 
struction so you can arrange things inside 
to your liking. I used a 4 x 5 x 6 minibox 
for my unit, which is just right if you use 
a Milieu 10039 vernier dial as I did. This is 
a compact unit, and using a larger dial 
will mean using a larger cabinet. The Millen 
dial is rather expensive and maybe you'll 
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Fig. Full 

want to use one of the imports and make 
your own scale. Since I'm on the subject of 
cost, I might as well say that the whole 
project will come to about $20.00 with all 
new parts, including the Millen dial. With 
an imported dial, you can probably knock 
$5.00 off that figure. 

Calibration 

You might have noticed by now that the 
scale on my dial is not linear. This is be- 
cause I used a linear taper pot for R,, since 
it was available. I'm not particular al.nit 
such things but if you prefer a more linear 
scale, I would suggest trying I log- or semi- 
log taper pot. Keep in mind the fact that 
most vernier dials turn only 180° as opposed 
to the normal 270° rum of a pot. You might 
have to adjust the position of the pot in 
the dial to insure proper bandspread. 

Calibration can be achieved only by the 
use of a scope or frequency counter. If 
you don't own one maybe you can gain 
access to one for about fifteen minutes or 
so. By using 10%, or better, tolerance ca- 



■ • 




(o) (b) 
Fig. 5. Basic diagram for the IC's. 



pacitors you'll only have to calibrate the 
lowest frequency band. On each succeeding 
band, the frequency is ten times the fre- 
quency at the same point on the previous 
band. The simplest method of calibration 
is with a 60-Hz sine wave, which can be 
supplied internally on most scopes. 

To calibrate the lowest band (band A) 
the following procedure can be used. First, 
allow the scope to warm up for a few minutes 
until it becomes stable. Turn off the in- 
ternal sync of the scope. Apply the 60-Hz 
sine wave to the vertical input of the scope 
and adjust the sweep frequency until you 
obtain six fidl cycles on the screen. Since 
you are not using the internal sync, you'll 
have to adjust it very carefully to stabilize 
the pattern. With six full cycles on the 
screen, the sweep frequency is now set at 
10 Hz. Next, feed the square wave from 
the generator to the scope and tune the 
generator's frequency until you obtain one 
full cycle of a square wave. Be careful not 
to move the sweep frequency of the scope. 
The square wave generator is now set at 
10 Hz and can be marked on the dial. 
Tune the generator again until two full 
cycles are visible on the screen. The scale 
can now be marked at 20 Hz. This process 
can be continued on up to 100 Hz. After- 
wards, go back and repeat it all over again 
to make sure you have the proper calibra- 
tion. Once you have made certain that there 
arc no errors, you can mark the rest of 
the bands as outlined previously. On band 
E, you can listen to the signal on a broad- 
cast receiver to see if it checks out. The 
bands on my unit did not exactly come out 
in multiples of ten because I used 20% tol- 
erances capacitors from my junk box. Even 
so, they came out very close. 
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Fig. 5. Full siio printed-circuit board used in the IC square-wavo generator. 



Operation 

Square waves are very liandy for testing 
amplifiers of all sorts in conjunction with 
an oscilloscope. In audio work they will re- 
veal poor high or low frequency response, 
ringing and other ailments. Of course, you 
don't need a scope just for general testing 
of audio amplifires and such. A simple signal 
tracer will do. 

Speaking of oscilloscopes, you can use 500- 
kHz square waves for adjusting compensat- 
ing capacitors in scope prohes and step, or 



decade, attenuators. Usually, the instruction 
manual of your scope will outline the proper 
procedure. Since this unit will supply a signal 
at up to 1 MHz in frequency, it can be used 
to fix or test amateur or broadcast receivers. 
However, a detailed discussion of testing 
with square waves is beyond the scope of 
this article. 

I'm sure that if you build this square wave 
generator, you'll be very pleased with its 
performance and reliability. 

. . . WA4ZQO 



93 



An Audio Sinusoid Generator 
Howard Phillips, W6FOO 



Do you need an audio generator winch 
delivers a sine wave over the frequency range 
of 500 hz to 5 khz? The oscillator described 
here will do the job while maintaining a 
nearly constant output voltage over the 
range of 1 khz to 5 khz. 

An audio oscillator which generates a 
low-harmonic-content sinusoid has many 
uses. Examples include two-tone generators 
for use in amplifier linearity tests and AFSK 
oscillators for encoding Teletype signals for 
radio transmission. The oscillator described 
here is well suited for the latter application 
because switching different capacitors into 
the circuit allows generating two equal- 
amplitude non-simultaneous tones using the 
same oscillator. 




Fig. V Sine wave oscillator and buffer. 

Fig. 1 illustrates the complementary 
audio oscillator circuit. The npn-pnp ampli- 
fier has a unity voltage gain and is active 
over a 10 volt dynamic range. The com- 
plementary amplifier provides drive through 
L2 to the tuned circuit composed of LI and 
C. The single-ended buffer jmplificr prevents 
heavily loading the tuned circuit. The circuit 
uses two 88 mh telephone loading coils. 
These toroid inductors have two windings 
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which can be connected in series for LI = 88 
mh or only one of the windings can be used 
for L2 = 22 mh. 

The operation of the oscillator is better 
understood by considering the functional 
diagram illustrated by Fig. 2. The current 
which flows through L2 is in phase with the 
voltage developed across the tuned circuit. 
The output voltage from the XI comple- 
mentary amplifier is divided between L2 and 
LIB. The drive voltage to LIB does not vary 
with frequency between 1 khz and 5 khz. 




F ig. 2. Functional diagram of oscillator and 
buffer. 



Fig. 3. Plotted points of sin 6 superimposed 
upon measured output waveform. 

Consequently, the output voltage is constant 
over this frequency range. The buffer ampli- 
fier has a voltage gain of 0.4 and drives a 
potentiometer which can be adjusted to 
provide a sine wave output of zero to 9 volts 
peak-to-peak. 

Fig. 3 shows an oscilloscope photograph 
recorded to show the quality of the sine 
wave as measured at the output of the buffer 
amplifier. Points are plotted on the oscillo- 
graph to show the theoretical waveform of a 
pure sinusoid. The oscillograph in Fig. 4 
shows the waveform quality at four 
operating frequencies in the range of 400 hz 
to 4 khz. The waveform distortion decreases 
with frequency. The results of distortion 
analyzer measurements made on the signal 
output from the buffer show a waveform 
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Fig. 4. Moasured output waveforms. 



distortion of 4% at 3.5 khz and a 1.4% 
waveform distortion at 500 hz. Filters can 
be used to decrease the waveform distortion 
to less than 0. 1% if required. 

The output voltage is plotted as a 
function of frequency in Fig. 5. The de- 
crease in output voltage at lower frequencies 
is caused by: (a) The Q of the resonant 
circuit decreases at lower frequencies; (b) 
the inductive reactances of L2 and LIB 
decrease at lower frequencies, and the 
voltage drops across the 100 emitter 
resistors become appreciable. The oscillator 
can be made to operate at lower frequencies 
by increasing the values of LI and L2. 
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Fig. S. Measured output voltage from buffer. 



Fig. 6 shows a graph which can be used to 
select a value of C for any desired oscillator 
frequency. The error bars above and below 
the plotted data points reflect the ± 20% 
tolerance of the capacitors used to obtain 
the data. 

The choice of semiconductors is not 
critical except that silicon transistors and 
silicon diodes should be used. The bias 
conditions are designed to make use of the 
forward voltage drop (0.7 volt) across a 
silicon diode. The power supply voltage 
values are not critical. If the semiconductor 
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Fig. 6. Capacitance vs oscillator frequency. 

breakdown voltage specifications are not 
exceeded, higher output voltage can be 
obtained by using higher power supply 
voltages. The physical layout of the com- 
ponents is not critical, and special con- 
struction techniques are not required. 

. . W6FOO 
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A Six Meter IC Converter 

G. W. Reynolds, K2ZEL 



This converter is one module of ;i solid 
slate mobile receiver and transmitter de- 
signed, constructed and tested by the author. 
The advent of solid stale devices make it pos- 
sible to design highly stable receivers and 
transmitters which will operate directly from 
the car battery. The modular system was sel- 
ected to insure adequate shielding between 
sections of the receiver and the transmitter 
and to facilitate changes in the system at a 
future date if desired. 

The converter is constructed of two "Its'" 
and associated components. The one is an rj 
amplifier of M db gain and the second is- a 
crystal oscillator, mixer, amplifier stage of 
40 dh gain. Evaluating insertion losses, the 
overall gain of the converter is 55 dh. The 
factors .considered when selecting the parti- 
cular "IC" used were cost, availability and 
suitability. The t-airchilU 703 operates as a 
differential amplifier of 20 to 30 db gain at 
frequencies up to 200 mhz and is inexpen- 
sive and readily available. The RCA CA-3028 
is more expensive and can be used as an rj dif- 
ferential amplifier with nearly the same gain 
figure, but its advantage in this converter is 
that it can be used as a mixer, local (crystal 
or tuned circuit controlled) oscillator and 
amplifier of 40 db gain. The circuit employs 
a third overtone crystal in the series resonant 
feed back position of the oscillator circuit. 

The shield placed across IC is necessary 
to prevent inductive feedback and self-oscU- 
lation of this "IC." The tuned circuit LICI 
is provided to match the antenna input to the 
converter and link coupled through a shield 
to reduce cross-talk and birdies being fed 
through the converter to the tunable if mod- 
ule (or receiver). 
Construction 

Const met ion was made on a vector board 
using vector board clips as mounting termin- 
als. This form of construction permits sub- 
stitution of electrically similar components 
without detriment to the circuit configura- 
tion. The vector board was cut to fit the 
standard 5"x2'/i"x2'4'* minibox and mounted 



with 5/K" nylon (plastic) standoff insulators. 
The metallic shields were made of sheet cop- 
per and soldered to supporting vector board 
clips. All resistors used are 'A watt dissipa- 
tion and the capacitors are either disc ceram- 
ic or mylar printed circuit type. The jacks 
for coupling the converter to the antenna and 
to the tunable if module (or receiver) are 
standard BNC jacks. Coil forms are %" ny- 
lon rod. Component layout is shown in 
Fig. I. 

Alignment Procedure 

After completing construction use a grid 
dip meter or tunnel dipper to adjust the fre- 
quency of the LC combinations to the ap- 
propriate frequencies per chart. 
Tuned Circuit Frequency 
LICI 50 mhz 

L4C2 50 mhz 

L5C3 50 mhz 

L6C4 Xtal Frequency 

L7C5 IF out. 

The if output will be the difference be- 
tween the crystal frequency and the 50 mhz. 

Connect the converter to a receiver set 
and apply power to the converter. Using the 
grid dip oscillator in the wavemeter condition 
adjust C4 for maximum rf \ignal when the 
dipper is near L6. 

Next apply a 50 mhz modulated signal 
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Fig. 1. Component layout. 

from a signal generator to pin 2 of IC2 and 
adjust the receiver for the signal at the //out- 
put. Adjust C5 for maximum output. Dis- 
connect the signal generator and apply signal 
to Ji and adjust first C3, then C2, and then 
CI for maximum signal output. Repeat ad- 



96 



Wfmm 




Y, - Xtal 43.5 mhz for 6.5 !c.5 mh; if 

R = Vi waits 
C - 50 vdc 

C1-4 - 7 45 pf trimmers 



Fig. 2. 

L, 6T •/." c»ia. closev»ound L ? 30T V." dia. 



L 2 2T I*" dia. 
L 3 2T '/." dia. 



L 8 3T •/••' 

L~ 6T It" die C, 50 pf 

L 5 6T'/.'-d.« " C,50pf 

Tap 2T C 3 50 pf 

L 6 6T %" dia " C„ 50 pf 

Tap 2T C, 100 pf 



justmcnts C5, C3, C2, CI with the generator signal generator and connect the antenna. 

at antenna input ( J 1 ) because of slight inter- Happy listening to six meters. 

action between adjustments. Remove the ...K2ZEL 
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An IC Audio Notch Filter 

John J. Schulti, W2EEY/1 



A bridged-T audio notch finer combined 
with an IC amplifier produces a highly 
versatile, wide-range audio rejection filter 
with both variable frequency and variable 
"Q" controls. 

Audio filters are certainly nothing new. 
They have long been used to improve the 
selectivity of a receiver or transceiver when 
it was not desired to "dig" into the if 
circuitry and improve the selectivity at the rf 
level. The diwdvantage of such a method of 
selectivity improvement is that the selec- 
tivity takes place late in the receiver pro- 
cessing chain. Therefore, when one is lis- 
tening to a weak station, a strong station 
near in frequency can control the avc or 
overload the receiver stages. 

Nonetheless, audio selectivity is easy to 
apply and can take the form of either an 
audio frequency peaking or notching type 
function. Audio peaking can easily be pro- 
vided by a number of fixed frequency filter 
designs and numerous inexpensive units are 
available from surplus outlets. The disadvan- 
tage of the peaking approach is that most 
filters which are of any real use produce a 
"ringing" effect. The sound is unnatural and 
definitely very tiring rf the filter is con- 
stantly left in <he circuit without any pro- 
vision for disabling it. Stations can also be 
lost when scanning a band unless tuning is 
done very slowly when using the filter on 
CW. 

The notching type filter, on the other 
hand, is usable on both CW and phone. It 
does not cause any ringing effect and does 
not mask any signals when quickly scanning 
a band. A single notch filter can only 
eliminate the one frequency to which it is 
set, but when a receiver already has a good 
phone filter - such as the multiple crystal or 
mechanical types found in SSB trans- 
ceivers - one notch frequency possibility 
seems to suffice in most qrm situations. 
Audio notch filters built around passive 
components only are fairly old, but their use 
has disappointed many operators because to 



achieve reasonable narrowness and high at- 
tenuation at the notch frequency, expensive 
capacitors were necessary and the filter 
could only be used in very high impedance 
circuits. The use of an integrated circuit 
amplifier with a notch filter in a feedback 
arrangement,- however, produces a notch 
filter of very high 0 using inexpensive 
components. It is neither critical as to circuit 
impedance nor does it introduce any overall 
circuit insertion loss. 

Basic Circuit 

The circuit of the IC notch filter is shown 
in Fig. 1. The actual notch filter consists of 
the bridged-T network - the ganged 50 K 
potentiometer and the two .05 mf capac- 
itors. The circuit presents a very high attenu- 
ation at one frequency which is related to 
the time constants of the circuit. The fre- 
quency of maximum attenuation can be 
changed by either changing the value of the 
resistive or capacitive legs. As was men- 
tioned, however, unless special precautions 
are taken, the bridged-T network alone will 
tend to produce a very broad rejection notch 
which is particularly unsuited to CW work. 
The integrated circuit, however, corrects this 
situation in the following manner: the input 
signal passes through the bridged-T network 
to one input of a differential operational 
amplifier (a Motorola MCI 533 in this case). 
Feedback through R4 is coupled from the 
amplifier output back to the signal input 
point. The other amplifier input (-) then 
receives a combination of the original input 
and feedback signals. Since the nature of a 
differential amplifier is such that when the 
(+) and (-) inputs receive equal level signals, 
the output is zero, R2 and R3 are chosen 
such that this condition exists and infinite 
attenuation takes place at the notch 
frequency. 

There may be situations where a some- 
what broader rejection notch is desired with 
correspondingly less maximum attenuation 
at the notch frequency. This adjustment is 
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provided by making R 1 variable, as shown in 
Fig. I. As the wiper arm on Rl moves from 
right to left, the feedback voltage around the 
operational amplifier decreases and the ef- 
fective Q of the bridged-T network is re- 
duced. Thus, if desired, Rl can be made 
variable and functions as a "Q" control. 
Otherwise, Rl can be a fixed value resistor 
and R2 is connected to the junction of Rl 
and R4 to produce a single frequency, deep 
notch audio filter. In this case, the only 
variable control would be the dual SOK ohm 
potentiometers which vary the time constant 
of the bridgcd-T network and hence the 
notch frequency. The dual potentiometer is 
capable of varying the notch frequency over 
about a 10:1 frequency range - 300 to 
3,000 cycles approximately. This range 
should certainly suffice for most applica- 
tions but, if desired, the range can be 
changed by using different (but equal) values 
of capacitance for CI and C2. 

The differential operational ampUfier 
used may seem an unusual component to 




Fig. I. Schematic diagram of the variable 
frequency and variable bridge-T notch filter. 
Various other IC units may be used besides 
the unit shown. 

many readers. Although the basics of inte- 
grated circuits cannot be explored in this 
article, it should be realized that the inte- 
grated circuit used is only a multi-stage 
transistor amplifier packaged into a housing 
the size of the usual single transistor. The 
main feature that separates the differential 
amplifier from a conventional amplifier is its 
input circuitry. The "differential" input has 
a non-inverting (+) and inverting (-) input. A 
positive-going voltage applied to the non- 
inverting input produces a positive-going 
output voltage. The same voltage applied to 
the inverting output produces a negative- 
going output. Thus, the same value and 
polarity voltage applied to both inputs will 
produce no output. 



Fig. 1 shows the use of a Motorola 
MCI 533 operational amplifier, but almost 
any similar unit will suffice. A number of 
inexpensive "surplus" IC operational ampli- 
fiers are available from such suppliers as Poly 
Paks, Lynnfield, Massachusetts 01940. Other 
units may differ in their voltage require- 
ments and roll-off compensation needs (the 
RC network between pins 9 and 10 on the 
MCI 533), but this information is usually 
supplied with the unit. It should be noted 
that a simple integrated circuit audio ampli- 
fier cannot be used; such units do not have 
differential innnt circuits. 

Construction 

There are very few precautions to be 
observed in constructing the unit because of 
the nature of its operation. One possible 
method of construction which the author 
explored is shown in Fig. 2. All of the circuit 
components are mounted on a piece of 
vectorboard which in turn is mounted on the 
rear potentiometer of the dual 50K ohm 
potentiometer. A piece of foam plastic 
material is glued between the underside of 
the vectorboard and the rear potentiometer 
to achieve the mounting. 

The parts layout shown for the vector- 
board in Fig. 2 need not be followed 
exactly, although it was the simplest which 
the author could devise. If an integrated 
circuit packaged in a dual-inline container is 
used (rectangular with 5-7 connections on 
each long side), the IC can be mounted on 
the left side of thn vectorboard and I<5 and 
C3 both placed under CI. No "0" control is 
provided for in the parts layout shown, and 
RT is a fixed value resistor. Rl need only he 
made variable, as shown in Fig. 1, if this 
feature is desired. The values of R2 and R3 
can only be properly chosen by first using a 
I OK ohm potentiometer in their place (with 
the wiper arm going to terminal 2 on the IC) 
due to component value variation. The 
procedure is fairly simple. The wiper arm on 
Rl (if a variable unit is used) is first set 
towards the junction of Rl and R4. Then, 
using an input signal containing a frequency 
which the notch filter can reject, the dual 
SOK ohm potentiometer is adjusted lor 
maximum rejection. Leaving this control set, 
the temporary potentiometer used in place 
of R2 and R3 is adjusted for complete signal 
rejection. At this point, the arms of the 10K 
ohm potentiometer are measured and re- 
placed by equivalent value fixed resistors. 
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The resistors used in the notch filter can 
cither be V4 of Vi watt sizes. The capacitors 
need be rated no higher than the maximum 
value of the supply voltage used for a 
particular IC. The capacitors used in the 
bridged-T network should be of good quality 
to achieve the sharpest notch selectivity. 
Disc ceramic types are acceptable, although, 
if possible, low-loss types such as the 
Aerovox P123ZN series arc preferred. The 
current demand from the power supply is in 




Fig. 2. No particular circuit layout Is 
necessary but the components con so com- 
pactly be grouped on voctorboard that the 
entire circuit mounts on the back of the 
frequency control potentiometer. 

the order of a few milliamperes, but the 
operating voltages should be obtained from a 
well-filtered source to avoid any possible 
hum problems. 

The dual 50K ohm potentiometer used in 
the bridged-T circuit is a standard linear 
taper type. Although one can purchase such 
potentiometers from various supply houses, 
particular attention should be paid to being 
"cost-conscious" about this item. The 
author has found such potentiometers avail- 
able for as low as 35^ as compared to prices 
of $3 for similar units at regular catalog 
prices. 



The mounting or placement of the notch 
fUter in a receiver or transceiver is fairly 
flexible. The unit can be inserted between 
almost any two audio stages. DC blocking 
capacitors must, of course, be used to 
prevent other than audio frequencies passing 
through the filter. Alternatively, the unit can 
be used completely external to a receiver or 
transceiver. The audio output from the 
receiver or transceiver can be taken from a 
headphone jack or from the loudspeaker 
terminals through a transformer (4-10 ohms 
to IK ohm or more). The gain of the 
operational amplifier, in the latter installa- 
tion, is more than sufficient to drive any pair 
"1 of medium to hjgh-impedance headphones, 
i Operation of the notch filter is extremely 
I simple. When not in use, the filter is adjusted 
1 for maximum low-frequency attenuation. As 
qrm develops, the filter is used (in con- 
junction with tuning of the receiver 
bandpass) to eliminate the most severe inter- 
fering beat (on SSB or CW). The result is an 
almost complete attenuation of the inter- 
fering signal while still retaining the full 
fidelity of the desired signal. The difference 
between this method of qrm elimination and 
that which depends upon a severe reduction 
in bandpass to accomodate only the desired 
signal is quite startling in terms of fidelity 
and ease of tuning. 
Summary 

Many thanks are due to Herman Gelback, 
W7JPU, of the Boeing Company, who com- 
pletely developed the original circuitry of 
the IC notch filter and who allowed the 
author to present this description of its 
operation. Herman has also suggested that 
besides the MC1533 IC, another suitable 
off-the-shelf IC would be the General Elec- 
tric PA-230. which sells for just over S3 
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An Integrated Circuit Electronic Counter 



Geo. W. Jones, W1PLJ 



A digital frequency counter is a useful, 
though not common, piece of equipment in 
the ham shack. The writer built a counter 
many years ago using old fashioned vacuum 
tubes in order to place high in the ARRL 
Frequency Measuring Tests. The unit only 
worked up to 100 kHz, but was adequate 
for the intended purpose. The recent 
reduction in the prices of plastic encapsu- 
lated integrated circuits prompted the writer 
to see if a better unit could be built with 
transistors and integrated circuits. The re- 
sult is a counter which will go up to 10 MHz 
and has every feature a ham could want, 
including direct decimal readout and com- 
pletely automatic operation. The unit shown 
is useful not only during the ARRL FMT 
but also in everyday ham operation. During 
normal operation it is connected to the 
V'FO of my transmitter-receiver setup and 
is set on the 100 Hz range, thereby acting 
as a digital "tuning dial" with 100 Hz divi- 
sions; a feature not found on any ordinary 
receiver or VFO. Later, when 1 go on RTTY, 
it will be useful for setting the transmitter 
frequency shift and aligning the receiver 
converter. 



Principles of operation 

This counter displays the frequency in 
decimal numbers so that the operator doesn't 
have to convert from binary to decimal. On 
the one-hertz multiplier range, the cycles of 
the input signal are counted for precisely one 
second, and the progress of the count can be 
watched on the neon lamps. The final count 
is then displayed for one second. The count 
period can be extended to any multiple of 
one second if greater than one-hertz accur- 
acy is needed and, likewise, the display can 
be held for as long as desired. At the end of 
the display period, the counters are reset to 
zero and the process starts over again. On 
the 10-hcrtz multiplier range the same proc- 
ess is repeated five times a second, on the 
100-hertz range, fifty times a second, etc. 
To avoid confusion on the ten-hertz and 
higher ranges, the neon lamps are not lighted 
during the counting period and are, there- 
fore, seen only displaying the final count. On 
the 10-hertz range, the display blinks five 
times a second, but on the 100 Hz and high- 
er ranges, it appears continuous and appears 
to change immediately if the input frequency 




Front viow of the integrated-circuit froquoncy counter. The noon counting decades are on the left, count 
o on the right. 
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Fig. I. Block diagram of the complete integrated circuit frequency counter. Any number of decades may be 
used, but for proper display, the units decade should be to the right, the tons decade to its left, etc. 



changes. Therefore, it combines the con- 
venience of an analog display with the ac- 
curacy of a digital display. The last digit 
in this case usually vacillates between two 
adjacent numbers because of the one hertz 
per gating period error inherent in a digital 
count. 

The counter consists of three main sec- 
tions. First, a frequency divider divides the 
signal from a 1 MHz standard down to 10 
kHz. 1000 Hz, 100 Hz, 10 Hz, or 1 Hz, as 
required A time base derived from the 60 
Hz line could have been used but this would 
have limited the accuracy to 0.1% and 
would only have permitted the 10 Hz and 1 
Hz ranges. This section also applies 10 kHz 
markers to the remainder of the frequency 
measuring setup. The 10 kHz pulses are rec- 
tangular in shape and have strong harmonics 
above 30 MHz. Therefore, they might as 
well l)e used as markers. 

Second, a control section takes the desired 
time base frequency and turns on the units 
counter for the correct length of time. It 
also shapes the input signal, so that the 
units counter will accept it, turns on the 
high voltage supply for the neon lights dur- 
ing the display period, and supplies a reset 
pulse to all counting decades at the end of 
the dispkiy period. 

Third, the counter proper consists of as 
many counting decades as the builder de- 
sires, one for each digit to be displayed. The 
units decade is gated by the control section 
and only counts pulses when the control sec- 
tion wants it to. For each ten pulses the 



units decade is allowed to count, one is 
passed on to the tens decade, likewise for 
each ten pulses the ten decades receives it 
passes one on to the hundreds decade, etc. 
The decade counters, after the units de- 
cade, are not gated since they only receive 
pulses if the units decade is supplying them. 
Although the decades count by binary flip- 
flops, suitable feedback circuits make them 
count in decimal instead of binary. A decod- 
ing network and ten transistors allow one of 
ten neon lamps on the decade to be turned 
on to display one digit of the measured fre- 
quency. Each decade can also be reset to 
zero by a reset pulse from the control sec- 
tion. 

Digital integrated circuits 

The counter uses RTL integrated circuits 
because of their low cost. These have been 
described in 73 magazine both in articles 
and integrated circuits, and in two excellent 
article) about IC electronic keyers; therefore, 
they will only be described briefly here. The 
reader who is not familiar with RTL circuits 
should review these references before try- 
ing to understand the counter in detail. He 
might also find it advisable to build the 
"Kindly Keyer", before he builds the count- 
er, as the writer did. Although the counter 
could probably be built and made to work 
by just following the diagrams, a previous 
knowledge of RTL circuits, gained by build- 
ing a simpler device, will help in trouble 
shooting. 
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Oscillator and frequency dividers 

A 1-MHz crystal oscillator is used as the 
main frequency standard at W1PLJ. One 
MHz is used instead of the usual 100 kHz 
hecause a 1-MHz crystal gives better stability 
than a 100-kHz crystal if one wants to pay 
a reasonable price for the crystal. This is 
probably because the 1-MHz crystal can be 
AT cut. The oscillator and a divider to 500 
kHz are mounted in a separate box so that 
the oscillator can be kept on all the time 
for better stability. Also, 500 kHz can be 
used for other purposes including future 
plans to use it to synchronize a phase-locked 
oscillator for the first conversion of the re- 
ceiver. If the builder already has a frequency 
standard, it is not necessary to build an- 
other crystal oscillator for the counter— the 
existing one can lie worked in easily. Con- 
versely, if the builder is interested in fre- 
quency measurement but does not yet want 
to build the counter, he can build the oscilla- 
tor and the dividers down to 10 kHz and at 
least have markers for his receiver. The 
oscillator and first divider are shown in 
Fig. 2. 

The remainder of the frequency divider 
section. Fig. 3, consists of 2:1 and 5:1 di- 
viders. The 2:1 dividers are simply J-K 
flip-flops; the 5:1 dividers arc J-K flip-flops 
with an RC network and inverter on the set 
input which only allows every fifth input 
pulse to produce an output pulse. 

The 5:1 divider can be best understood 
from the diagram and waveforms of Fig. 4. 
Without an input signal, the inverter input 
is held high by the connection to positive 
voltage thru R,. The inverter output is, 
therefore, low so that low appears on the set 
input of the flip-flop. If the O output of the 
flip-flop is initially high, the first negative 
going transition on the toggle input will make 
it go low. This change will be passed on to 
the inverter through C, and this will make 
the set input go high so that the O output 
cannot go low again when more input pulses 
come in. C, will charge through R, and, after 
a delay, the inverter output and the set 
input will go low again so that the flip-flop 
can respond to an input pulse. If the divider 
is adjusted correctly, it will pass every fifth 
input pulse. Other division ratios can be 
obtained, and maybe it would work with a 
division ratio of ten, but the ratio of five 
makes the division ratio very stable. In fact, 
it does not go out of adjustment for a change 
in the supply voltage from 3.0 to 4.0 volts. 




Fig. 2. The oscillator and 2:1 frequency divider used 
with the decimal counter. This unit was built into a 
separate box and may be used for obtaining markers 
as described in the text. Although the FET Is a Mo- 
torola 3NI26. an MPF-105 is less expensive and 
would probably work. ICl is a Fairchild 923 or one- 
half a Motorola MC790.P; IC2 Is a Fairchild 900 
or one-half of a Motorola MC-799-P. 



The first three 5:1 dividers are identical 
except for time-constant values. The output 
of the 10-kHz divider is fed through a buffer 
to the station receiver and frequency mea- 
suring equipment. The markers are very 
strong through 30 MHz, the limit of the au- 
thor's receiver. If the receiver calibration 
cannot be trusted to 10 kHz, the 50-kHz 
test button, shown in dotted lines in Fig. 2 
and not used by the author, can be provided. 
Pushing this button makes the 50-kHz mark- 
ers louder and the other 10-kHz markers 
turn into 25-kHz markers. The counter prop- 
er docs not read correctly while this is being 
done, but this doesn't matter since identify- 
ing the markers is done separately from 
making the final count. 

The divider form 500 Hz to 100 Hz uses 
a discreet high-beta transistor instead of a 
gate, so that a higher resistor value and, 
therefore, a smaller capacitor value can be 
used. The dividers to 10 Hz and 1 Hz use 
decade dividers, with four J-K flip-flops 
in order to avoid even larger capacitors. 
This type of circuit could have been used 
for all the dividers and would have elimi- 
nated the need to adjust the dividers. The 
circuit of these dividers will be described 
in the section on the counting decades which 
use the same circuit. 

The switch, S,, selects the divider frequen- 
cy whose period is equal to the desired gate 
time and is calibrated in factors, by which 
the counter reading must be multiplied, 
rather than in gate time. The X60 position 
takes the time base from the ac line instead 
of the dividers, and is useful in adjusting 
the dividers. For example, to adjust the di- 
vider whose output frequency is 50 kHz the 
input switch is set to 50 kHz, the multiplier 



103 



SOI* 



^1 



— c<cjj — i b<^*j — 1 ^5^] — ' 



^ 5 



■00 NI 

■ j oil — on- 



i — 






TO RAM Of 0 

" O DUO — O OH. 

Fig. 3. The frequency dividers used in tho IC counter. Integrated circuits ICl through IC5 are one-half of 
Fairchild m-| or part of Motorola MC-789-P or MC-724-P; IC6 is a Fairchild 900 or one-half a Motorola 
MC-799-P. 



switch to 60 and the counter should read 
833. This reading will jump around a bit, 
due to instability in the ac line frequency, 
but the reading for the 10-kHz divider will 
only vacillate between 166 and 167. 

Control section 

The input selector switch, S 2 (Fig. 5), 
selects the desired input which can be either 
a signal input for measurement, or one of 
the divider outputs for self checking. IC 6 
and IC„ can be regarded either as an ampli- 
fier with positive feedback, or as a flip-flop. 
They make the signal into a rectangular 
wave with sharp edges and reject noise 
which may appear on the input signal. At 
any instant of time, either IC 8 or IC 0 will 
conduct, but no't both at once, because the 



one that is conducting turns the other one 
off. The positive half cycle of the input sig- 
nal will make IC„ conduct and once it is 
turned on, the high output from IC(, will sup- 
ply holding current through R 4 to keep it on. 

The negative half cycle will then over- 
come this holding current and rum off IC R 
whereupon the holding current will be re- 
moved and IC 8 will continue not to conduct. 
A small amount of noise riding on the input 
signal will not be able to overcome the hold- 
ing current and will, therefore, not make 
the circuit change state. The resulting rec- 
tangular wave is fed to the units decade at 
all times and the necessary gating is done 
in the first J-K flip-flop of the units decade. 
Provision for gating already exists in the 
J-K and it is simpler to use it than to do the 
gating in the control section. 
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The remainder of the control section can 
exist in either of two states, count or dis- 
play. We will discuss these quiescent states 
before we examine how it gets from one to 
the other. In the count state the 1 output of 
IC 7 is high and the O output is low. If S, is 
not in the XI position, the high 1 out-put of 
IC 7 turns on Q 3 and turns off Q 4 , thereby 
turning off the neon lamps. The low O out- 
put of IC 7 goes to the gate input of the units 
decade and allows it to count. It also turns 
off Q, so that the "gate on" light will be 
illuminated and it per its the "gate pulse" 
light to be turned on if a gate pulse is pres- 
ent. The opposite conditions exist in the dis- 
play state. Power is applied to the neon 
lamps through Q 4 , and a high output is sup- 
plied to the gate so that further counting 
cannot occur, and both Q! and Q 2 are turned 
on so that the two gate lamps are shorted 
and not illuminated. 

To understand how we change state, as- 
sume we are on display and S 3 is in the auto- 
matic position. IC, and IC 2 form a mono- 
stable multivibrator which supplies the reset 
pulse and the trigger for IC 7 . The positive- 
going edge of the rectangular wave from 
the frequency dividers turns on IC, momen- 
tarily and this makes the output of IC 2 go 
high. Furthermore, this holds IC, on until 
R 2 charges up Co again, whereupon the out- 
put of IC 2 goes low again. The result is a 
short pulse which occurs once every timing 
period. Since we are on display and auto- 
matic, this pulse will be passed by IC 3 , IC 4 , 
IC 5 , and IC„, inverted each time, and appears 
as a high pulse to reset the counters. The 
trailing edge of the pulse from IC 2 will tog- 
gle IC 7 , putting us in the count mode. The 
next pulse from IC 2 will not reset the coun- 
ters because IC 4 has a high input from 



IC 7 and, reset can only occur if all three 
inputs to IC 4 are low. The trailing edge of 
the pulse still toggles IC 7 , however, and we 
are in the display mode; displaying the 
number of input pulses that occurred be- 
tween two timing pulses. 

The switch, S 3 , is used if you want to 
count, or display, for a multiple of the basic 
timing period. The switch itself does not 
switch the counter to display or count, since 
only the timing pulses can be allowed to do 
this; rather, it prevents the counter from 
going into the other state. The "display" po- 
sition of this switch is useful if you have 
just made a critical count and want to hold 
it a few seconds to make sure of writing 
it down correctly. It is also useful if the cir- 
cuit for blanking the neon lamps isn't work- 
ing or isn't yet built and you want to make 
a reading on the higher ranges. In this case 
it is difficult to read the display on the auto- 
matic position because you will see both the 
counting and the display, but placing S 3 on 
"display" will hold the last count and allow 
you to read it. The switch can be thrown to 
"display" either during count or during dis- 
play. In either case, a timing pulse will still 
switch IC 7 from count to display at the right 
time, but the next timing pulse will not put 
it back on count due to the high level on 
the clear input. Also, the covinter will not 
be reset due to the high input of IC, which 
will hold its output low. 

The count position of S 3 is normally used 
only on the XI position of S,, and is used 
when you want a gate time of several sec- 
onds for an error of less than one Hz. This 
is useful in the ARRL Frequency Measur- 
ing Tests where it is desirable to use a 10- 
second gate time in order to obtain an ac- 
curacy of 0.1 Hz. With this arrangement, 
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Fig. 4. The balic 5:1 froquoncy dividor uling a J-K flip-flop, and RC circuit and an inv.rtar, along with the 
waveformi. 
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Fig. 5. The control section of the digital frequency counter. ICI is a one-half a Fairchild 914, one-fourth a 
Motorola MC724-P or one-third a Motorola MC-792-P. IC4 is one-third a Motorola MC-792-P. IC2, IC3, 
IC5. and IC9 are one-sixth of Motorola MC-789-P. one-fourth of Motorola MC-724-P, or one-half of Fair- 
child 914. IC6 is a Fairchild 800 or one-half a Motorola MC-799-P. IC7 is a Fairchild 923 or one-half a 
Motorola MC-790-P. Ql and Q2 are 2N3877', or Poly Pak 2NI893's. 



if you start a ten second run and the signal 
starts to fade, you can stop the test at the 
next timing pulse by throwing the switch 
to display and still ohtaiu a meaningful 
reading. To make a ten second run, you 
start with S :t on display, and throw it to 
count when everything is ready. The next 
timing pidse will put you in the count mode, 
hut the' next one will not put you back on 
display. 

Each timing pulse will flash the "gate 
pulse" lamp once, and after it has flashed 
leti times, you put S., hack on display. The 
next pulse will put the counter on display 
and you will be able to read the frequency 
in tenths of hertz. With a little practice, you 



will find that running a multiple second 
count is much easier than reading about it. 

In wiring the counter it should be remem- 
ered that the supply to the neon bulbs is 
a 200-volt square wave because of the lamp 
blanking circuit, and also, the collectors of 
Qi and Q L . (Fig. 5) have 60-volt pulses on 
them since they turn on neon lamps. Both of 
these must be kept away from the inputs to 
the ICs; otherwise, erratic operation will re- 
sult, hi particular, the 200-volt lead to the 
counters must not be cabled with the signal 
and gate inputs to the counters and the leads 
to I, and I™ must be kept at least an inch 
away from the leads of Sg. If the counter 
shows any erratic operation which cannot 
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be easily explained, the blanking circuit 
should be disabled by grounding the base of 
Q 3 so that the lamps are on continuously, 
and I, and I a should be shorted to ground. 
A test can then be made to see if the trouble 
still exists. Except for these precautions, no 
other difficulties should be encountered with 
the unit 

Counting decades 

Fig. 6 shows the circuit on one counting 
decade, including neon lamp drivers. The 
gate input on the units decade is connected 
to the gate output of the control section, 
but the gate inputs on the other decades 
must be grounded since each must accept 
any pulses put out by the preceeding decade. 
The actual counting is done by four J-K 
flip-flops and, with the help of the table 
shown, the reader can follow the count as 
an interesting exercise. The input pulse fol- 
lowing the ninth count makes the decade 
go back to zero and passes a negative tran- 
sition on to the next decade making it count 
once. 

IC S through ICi 2 are needed to amplify 
the voltage output of the J-K flip-flops. The 
J-K's give only one-volt output with light 
external loading due to the fact that they 
internally load their own outputs. This was 
not found sufficient to drive the resistor 
gates used for the neon lamp drivers. An 
inverter, however, gives almost full supply 
voltage when lightly loaded and drove the 
resistor matrix satisfactorily. 



It is necessary to use discrete transistors 
to drive the neon lamps at the present state 
of the art, but these are not expensive, ex- 
pecially if Poly Paks" 2N1893s are used. 
The transistors are used as shunts scross the 
lamps. This makes gating simpler and also 
limits the voltage across each transistor. For 
a given count one lamp must be on and the 
other nine off. The driver for the desired 
lamp must have low level on all its inputs 
so that the transistor will not conduct, allow- 
ing the lamp to light. The other nine drivers 
must have high level applied to at least one 
input; this will be sufficient to extinguish 
the lamp, regardless of what appears on the 
other inputs. The gating of the lamps could 
have been done entirely with IC's but this 
method was found to be simpler and cheap- 
er, at least at the present state of the art. 
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Table I. Truth tablo showing the proper levoli on 
each of the logic llnei of the decade counter in 
Fig. 7. 
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Fig. 6. A typical counting decade. In this circuit integrated circuits ICI through IC4 are one-half Mo- 
torola MC-790-P's or Fairchild 923's. IC5 through IC9 are one-si.th Motorola MC-7»9-?\ one-fourth Mo- 
torola MC-724-P'. or on.-half Fairchild 914's. All transistor, are 2N3877's or Poly Paks 2NI893Y All neon 
lamps are NE-2's. 



In testing the decades, +200 volts must 
not be applied unless all transistors, which 
are in place, have neon lamps across them. 
Otherwise, if a transistor is not conducting, 
the collector voltage rating will be exceeded 
since there is no neon lamp limiting the 
voltage. Also, if +200 volts is applied to a 
decade but +3.5 is not, all lamps should 
light since the logic circuitry only acts to 
short out the undcsired lamps. No harm is 
done by this and it is a quick way to check 
the lamps and driver transistors. If a lamp 
does not light under this condition, its 
driver transistor should be suspected first. 

Power supply 

The counter, as shown in Fig. 6, requires 
about one ampere at 3.5 volts and 40 mA at 
200 volts. Neither supply needs to be regu- 



lated and the IC's will work on any voltage 
from 3.0 to 4.5 volts, although 3.6 ±10% 
is recommended by the manufacturer. The 
power supply used by the author is shown 
in Fig. 7. An 8-amp transformer was used 
because it didn't cost much more than a 
2-amp one in the same series. The 2-amp 
unit would probably work and would save 
space and weight. For the 200-volt supply, 
anything from 150 volts on up would work, 
although with anything much over 200 volts, 
the 220K collector resistors must be in- 
creased or a dropping resistor must be pro- 
vided. If this voltage is taken from a supply 
powering other equipment, it must be re- 
membered that the current drawn will be 
a 40 mA peak square wave at 5, 50, 500, 
or 5000 Hz which may cause a buzz to be 
heard on the other equipment. 
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Fig 7. Throe-volt power supply for use with the in- 
tegrated circuit frequency counter. A truth table 
showing the proper levels on eech logic line are 
shown in Table I. 

Construction 

The individual counting decades are built 
on See-Zak MM-492 boards and the remain- 
der of the unit on a See-Zak MM-512 board 
mounted on See-Zak R-25 and R-212 rails. 
See-Zak M-25 terminals are used for the 
larger components, including the Fairchild 
IC's. The hole spacing on these boards is 
0.2" whereas the Motorola IC's require 0.1" 
spacing; therefore, seven extra Me inch holes 
must be drilled for each Motorola IC inbe- 



tween existing holes. Connections to the 
Motorola IC's arc made with #26 bare wire 
covered with Teflon spaghetti. No other con- 
struction details arc given since the writer 
is more interested in circuitry than packag- 
ing and other builders will probably have 
ideas of their own. The use of printed cir- 
cuits would be ideal. 

. . . W1PLJ 

•Poly Packs, Post Office Box 942A. Lynnfteld. Massa 
chusetts 01940. 
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100 KHZ Thin-line Pulse Generator 

Jim Ashe, W2DXH 



Digital integrated circuits are an entirely 
hew kind of electronic component. These 
finished, ready-to-go devices contain com- 
plex transistor circuits in tiny, convenient 
packages. Until recently they were too ex- 
pensive for one-off projects, but a burgeon- 
ing market and competition between manu- 
facturers have brought some prices to the 
dollar apiece level. In fact, very good digital 
IC's are now available on the surplus market. 

Perhaps because they are so new, it is 
hard to see applications for digital IC's out- 
side the computer and industrial control 
scene. It takes a little while to adjust mental 
perspective, too, before their input-output 
characteristics begin to seem natural. Yet, 
there are applications for them which are 
not very difficult. For instance, how about a 
frequency standard? 

Ordinary 100-kHz frequency standards are 
usually audible up to a few tens of mega- 
hertz. A good one might be usable at 50 
MHz. The circuit described here uses a dual 
NAND gate to generate a 100 kHz signal 



whose harmonics are usable to 432 MHz or 
higher. And it can be built without benefit 
of special instruments and knowledge. 

The thin line pulse 

One rather surprising result of higher 
mathematics is that all repetitive signals are 
Composed of harmonically related sine and 
cosine waves. For example, the familiar 
square wave is composed of a fundamental 
frequency, which sets its basic repetition 
rate, and of odd harmonics only of its funda- 
mental, which contribute to its square cor- 
ners. If the harmonics' amplitude or phase 
relationship is upset, the square wave is dis- 
torted. This feature makes the square wave 
very useful for amplifier testing, but its har- 
monic content is not very good for frequency 
standard applications. 

Now suppose that we start adding up sig- 
nals of F, 2F, 3F, and so on, phased in so 
that they all reinforce each other once per 
cycle. Let's say thay are all the same ampli- 
tude. What would we get? See Fig. 1A. 



E.tornal view of the 100 
Hi thin-lino generator. 




no 



The five equal amplitude sine waves peak 
simultaneously at the beginning of the fun- 
damental's cycle. Everywhere else, until near 
the end of the cycle, they are more or less 
out of phase. Trying to see what will happen, 
we try adding the first two frequencies. 
Fig. IB, the result, might suggest something 
to a mathematician. 




wv 



v/ ww 




(B) 

Fig. I. Fiv. line wavei (A) and the wavoform as a 
result of Doint-bv-Doint addition IB) 

As the number of frequencies is increased, 
their amplitudes tend to average to zero 
everywhere except at the beginning of the 
cycle. Here, they all add up to a short, sharp 
pulse. It follows that a short, repetitive, one- 
sided pulse should contain odd and even 
multiples of the fundamental frequency. 

An ideal thin line pulse has infinite fre- 
quency content." No real signal could meet 
this spec, but a fast digital IC can produce 
a very workable approximation. Fig. 2 
shows a Tektronix 545A view of the gen- 
erator output and tests with other scopes 
indicate the real pulse has better rise time 
and sharper corners than shown here. 

If this pulse is viewed on a low-perform- 
ance service variety scope, its appearance 
will be greatly changed. There will be an 
apparent loss in amplitude, since the pulse 
occurs and terminates before the slosv cir- 
cuitry can properly respond. The apparent 
duration is increased, also because of the 
slower viewing circuitry. And the fast pulse 
may excite circuit resonances, so that the 



thin line pulse appears as a damped oscilla- 
tion. But these problems do not interfere 
with constructing the generator, because 
the very simple NAND gate circuitry con- 
tains no critical elements or adjustments. 

How it works 

There are four circuit sections, shown in 
Fig. 3. A 100-kHz crystal-stabilized oscilla- 
tor sets the basic frequency, and a dual 
NAND gate circuit converts the oscillator 
output to a thin line pulse. A 1-Hz astable 
generates the output marking signal. A 6 
volt dc power source is provided by a volt- 
age doubler zener-regulated supply. 

Multivibrator oscillators are not ordinarily 
very stable frequency sources. But if the os- 
cillator is designed to run slightly below 
required frequency, and an appropriate crys- 
tal is connected between transistor base 
terminals, oscillations are stabilized at the 
crystal frequency. 

The crystal does not change the multi- 
vibrator's style of operation. It synchronizes 
the astable to its own frequency, by trigger- 
ing the OFF transistor into conduction short- 
ly before normal RC turn-on. The output 
is a squarish wave with good fall time, but a 
long rise time as shown in Fig. 4A. 

In passing through the first NAND gate 
the pulse is squared up and becomes slightly 
unsymmetrical. See Fig. 4B. A differentiat- 
ing network, C7 and Rll, converts the square 
wave into the pulses shown in Fig. 4C. These 
pulses, applied to the second NAND gate, 
reappear as the thin line pulses shown in 
Fig. 4D. 

Since one C\V signal sounds just like an- 
other and there may be several in the vicinity 
of a check point, a marker feature is re- 
quired. This is provided by the 1-Hz astable, 
which paralyzes the second NAND gate part 
of the time. Its base bias resistors are un- 
equal, giving a distinctive duty cycle to the 
output signal. A switch disables the astable 
if a continuous signal is required. Fig. 5 
shows the output when the second astable 
is operating: the output is locked in the up 
condition during half of each 1-Hz astable 
cycle. 

Sometimes an astable oscillator will refuse 
to start oscillating when it is turned on. It 
does not start because both transistors are 
in saturation. This reduces loop gain so 
that available noise cannot be amplified 
around the loop. It would never start with- 
out some strong, outside interference. 

'Smilh. i VP U,d Itathrmatic, for Radio and Communi- 
cation. Enainnr., Dover Publications. 1961. 
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Fig. 2. Real circuit output as seen by a Toktronin 
545A oscilloscope A fastor scope shows shorter rise- 
timo and sharper corners. 

A pair of diodes, Dl and D2, provide a 
reliable remedy. The diodes are arranged 
so that base bias must come from whichever 
collector is at the higher voltage. If both 
transistors are in saturation, their collectors 
are at perhaps 1 volt, which cannot provide 
enough base current to keep the transistors 
in saturation. This contradictory situation 
does not arise in the real circuit, which 
starts reliably. 

Additional diodes, D5 through D8, appear 
in the base circuit of the 1-Hz astable. 
These are protective diodes. The collector 
swing at turnoff of about 5 volts is con- 
veyed powerfully to the opposite base 



through the large coupling capacitors C5 
and C6. The reverse B-E breakdown voltage 
of these transistors is not known, so the 
diodes are provided to prevent the turnoff 
voltage exceeding 2 volts or so. 

DC power for the Generator circuitry 
comes from a voltage doubler supply based 
on a low-current filament transformer. Its 
design is conventional, but a large capacitor, 
CI 2, is provided across its output to mini- 
mize noise on the supply line. The supply 
could be replaced with some batteries, 
shunted by a 50 uF or larger capacitor to 
absorb transients. The original breadboard 
ran very well, posvered by four flashlight 
batteries. 

Construction 

The generator is built in a Premier #PMC 
1008 3x5x7 inch heavy aluminum box. Its 
top cover was refinished in light green enam- 
el, and four % inch grommets in the bottom 
piece serve as protective feet. 

Inside the box, the 6.3-volt transformer 
and cheater cord connector are mounted on 




KM .Ml 1 

I Hi « 



-Vr 



9 

npSv-o OUTPUT 



rh rh 



NOTES 

KJ.Ptt • CO* AM TUNING RESlSTO* 
(TO BE SELECTED DuKlNO 

otaa • 51UCON.Z3 pfv min. 

C1.C2 » PM. • MATCHING COM* 



iitvac ' 1 < y*Jv^7 , — ii — ^— • rh rh 

u. 

Fig. 3. Schematic of the 100 Hi thin-line generator. 
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Fig. 4. Signals at four critical points in the i 
ator, as displayed on a Tektronix 545A oscilloscopo. 
They are shown in timo coincidence. 

the left-hand wall. A pilot lamp, fuse, and 
two switches are mounted on the horizontal 
panel, at the extreme left. This leaves just 
enough open space for the two circuit boards 
which occupy most of the box. Two banana 
jack output connectors are placed on the 
right-hand side, just below the panel. 

The circuit boards are cut to 4S x 5 
inches, from Vector %2 inch pattern A stock 
and mounted parallel to the panel. The up- 
per board is spaced an inch from the panel, 
and carries both astable oscillator circuits. 
The other board is mounted one half inch 
below, and carries the digital IC and the 
power supply circuitry. Assembled, the two 
boards make a sandwich with wiring sides 
together. 

Both boards are mounted on the same 
four centers. These are through the second 
hole diagonally inward from each corner. 
The 1 inch 6-32 internally threaded spacers 
are modified by adding a short length of 



6-32 threaded shaft to one end of each, sim- 
plifying assembly. 

Component assembly on the boards is 
largely a matter of plugging in Vector T9.4 
lugs. The finished product looks much bet- 
ter if some thought is given to facing the 
lugs in one of two directions. Mounting and 
transistor holes should be drilled and reamed 
to size before installing lugs. 

The general arrangement puts all wiring 
on one side of the board and practically 
all components on the other side. This ap- 
proach seems a little inflexible but is straight- 
forward and looks good. 

Possible board orientation problems may 
be overcome by working out a handling and 
wiring procedure that doesn't require con- 
stant reference to actual components. A good 
approach assumes that the board is only 
turned over an imaginary hinge at its 
bottom edge, so that top down when one 
side is up becomes bottom up when the 
other side is down. This preserves left-right 
relationships. Another useful convention is 
that all supply wiring goes to left-hand end 
of components. 

Wiring is carried out one network (plus 
supply lines; ground lines; interstage lines, 
etc.) at a time, with prearranged color 
coding. Bare wire goes for short runs an* 1 
where there is no chance of a short. Sold*, 
each lug when convenient. #22 solid wire 
fits the T9.4 lugs well, but flexible stranded 
wire is used for the four "lines from one 
board to the other. 

Transistors precede other components in- 
to the board, because they are convenient 
position markers. They are placed in their 



Fig. 5. The second NAND gato locks in its up posi- 
tion part of the timo to produce an intermittent 
output. 

mounting holes in the hoard from the com- 
ponent side, and their leads brought to the 
T9.4 lugs. 

Then the other components are mounted 
on the boards. 

product. Diode and electrolytic capacitor 
mounting polarity should be double checked. 
The T9.4 lugs may need a little bending 
before they will take a good grip on the 
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Inside the .membled thin-tine generator showing the 
component side of the power supply and IC board. 



components, but no component soldering is 
done until everything is installed. 

Trimmer capacitor C3 is mounted on its 
tabs just under the top panel. Then a small 
screwdriver access hole is drilled over it in 
the panel, before painting, for vernier fre- 
quency adjustment after final assembly. 

Certain components are matched before 
installation. An ohmmetcr and a capacitor 
checker will do a satisfactory job of select- 
ing CI and C2, and R4 and R6, for equal 
values. These components are chosen alike 
for best symmetry of the 100-kHz oscillator 
operation. It might be good planning to 
leave these components unsoldered until tun- 
ing is completed, but everything else can be 
soldered to the board at this point. Note 
that the R3 and R5 sites do not get resistors 
until later. 

Two optional capacitor sites arc included. 
These are for C4, an additional and prob- 
ably unnecessary padder across the crystal; 
and C7A, which can be added to increase 
the width of the thin line pulse. 

Apparently, the digital IC comes in a 
specially designed package for testing before 
use. To mount the IC, solder a X inch 
piece of #22 wire in each of the T9.4 
lugs carrying supply and signal voltages to 
the IC. Place the IC between the two rows 
of lugs, bend the wires against the proper 
terminals, and solder. No other mounting is 
required. 

The original breadboard showed a lot of 
transient noise in its supply circuit. This 
originated from the IC, which was trying 
to get big chunks of current to manufacture 
pulses. Since the IC cannot deliver frequen- 



cies' not available from the supply lines, very 
careful bypassing is indicated. 

High-frequency bypassing consists of C9, 
a .OljiF disc ceramic capacitor across the 
IC supply terminals on the wiring side of 
the board, and CIO, a 100 picofarad capaci- 
tor soldered directly between supply termin- 
als on the IC. The capacitor leads are pro- 
vided with spaghetti insulation and placed for 
minimum open space between the capacitor 
leads and the IC's supply leads. 

Testing before final assembly is very easy, 
because the odd appearing board layouts 
go together giving a structure that opens out 
like a book. The hinge is the four leads 
between boards. Leave transformer leads long, 
so that the circuit may be tested well free 
of its cabinet. 

The upper half of the Premier box is pre- 
pared by a powerful cleaner which removes 
its original paint. After thorough removal 
of the cleaner, the metal is roughened with 
wet sandpaper, rinsed in vinegar solution 
and then clear water, leaving a very good 
surface that does not require priming for 
excellent paint adhesion. Watch out for 
greasy fingerprints. 

Rustoleum #868 Green applied from a 
convenient spray can gives a fine finish. 



j*iii*> <juujn>. 
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View of the component side of the astable oscilla- 
tors board. 

Follow instructions on the can. After drying, 
the fresh, clean enamel will take water- 
proof India ink, applied with a Leroy draft- 
ing pen. When the ink is thoroughly dry, a 
final coat of Rustoleum #717 Clear finishes 
the job. The enamel is soft at first, but 
hardens into a coat durable in normal lab 
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Fig. 6. Mounting dimension! and spacer assembly 
diagram. 

Table of special parts 

Crystal: 100 kHz parallel resonant 32 pF. shunt ca- 
pacitance normally designed quartz crystal. 
The following parts were obtainod from Solid State 
Sales. P. O. Bo. 74. Somerville, Mass. 02143. 
Tl I T2: 2N2060 type dual NPN transistor 
Dl. D2, D3, D4: fast point-contact Gormanium 

diodes coded INS9 
D5. D6. 07. D8: fast point-contact Silicon di- 
odes marked S284GM 
61s surplus digital integrated circuit 

Solid State Sales type SI. (comes with data 
sheet) 

Tuning up 

The generator should be zeroed to fre- 
quency before installation in its ease. This 
is a two-step process. First, the 100-kHz 
astable base resistances are adjusted by 
choosing resistors for R3 and R5 to bring 
the oscillator frequency within trimmer range 
of 100 kHz, perhaps a few hundred cycles 
high at 15 MHz. Then the trimming capaci- 
tor brings the frequency to accurate coinci- 
dence with WWV. 

To roughly zero the generator, set the 
trimmer capacitor, C3, at minimum capaci- 
tance. Identify WWV on a short-wave re- 
ceiver, and tune around a bit to familiarize 
yourself with what's happening in the vicin- 
ity. It would be nice if things are fairly 
quiet. 

Then put 4.7k resistors into the astable 
board at the R3 and R5 sites, turn on the 
generator, and look around for the signal. 
Depending upon actual values of CI and 
C2, the signal may be on cither side of 
WWV but is likely to be on the high side. 
If so, try again with resistors one size larger, 
which will lower the frequency. You shotdd 
shortly find resistors that bring the fre- 



quency near enough to WWV for final zero- 
ing with the capacitor. Verify tuning range 
on both sides of WWV. 

Correct values for R3 and R5 may be 
approximated very quickly if a good trig- 
gered scope is available. Try selecting re- 
sistors for a period of 11.4 microseconds with 
the crystal removed. 



Using the thin line generator 

A breadboard test showed that (as might 
have been expected) there should be some 
way to distinguish generator signals from 
other CW signals. The continuous/intermit- 
tent feature provides the marking, and once 
the correct signal is located the generator 
can be switched to "continuous" for accurate 
work. 

At low frequencies, the generator output 
and behavior resembles a conventional 100- 
kHz standard. The signal simply is not as 
strong. A greater difference appears at 
higher frequencies: the original model yields 
an audible beat note at 80-MHz from a diode 
mixer through an inexpensive audio ampli- 
fier. And another test shows a usable signal 
at 432 MHz: the 4,320th harmonic. 

Some connection to the receiver or other 
detector is required. This is a natural con- 
sequence of a circuit design that puts the 
signal where it belongs, rather than spray- 
ing it all over the lab. A few picofarads 
coupling capacitance is sufficient at all fre- 
quencies. 

Perhaps this circuit can be used for pur- 
poses other than a frequency standard. Its 
moderate amplitude but wideband output 
should be ideal for detecting changes in 
receiver sensitivity over a broad tuning 
range. In fact, with a little decoupling of 
the input leads and provision of a coax out- 
put connector the generator should do well 
as a stable, reliable small-signal source. A 
piece of adjustable waveguide-below-cutoff 
would make an excellent attenuator for 
work not requiring exact measurements. An- 
other thought that occurs is possible further 
development by provision of some arrange- 
ment for detecting which harmonic is actual- 
ly being heard. 
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Using the First Ham Integrated Circuit 



Rbt. A. Hirschfield, W6DN6 



For several years, 73 has been a leader 
in publishing articles on ham applications 
for currently available digital and analog 
IC's. Until now, however, no ICs had been 
produced specifically for two-way-radio use. 
At least one IC manufacturer, recognizing 
the need for such circuits, in the potentially 
large commercial, military, and amateur 
market, is now aiming a major development 
effort toward communication "subsystems on 
a chip", and it is expected that other man- 
ufacturers will follow. Besides the direct 
benefits of improved performance, decreased 
size, and lower component costs, which will 
reach amateur radio through commercially- 
buill rigs, the new specialized chips will 
enable even the casual homebrew artist 
to construct sophisticated, complex equip- 
ment he might previously have considered 
beyond his reach. 

The first Communication IC now available 
is the National Semiconductor LM270 Audio 
ACC/Squelch Amplifier. It is basically an 
operational amplifier, whose gain is con- 
trolled by a dc voltage, plus a built-in sen- 
sitive squelch threshold detector. The ten 
pin circuit replaces entire sections of to- 
day's transmitters, receivers, or transceiv- 
ers, and makes speech compression, VOX, 
receiver squelch, and other functions prac- 
tical in even the simplest homebrew rigs. 
While the chip contains 36 junction devices 
(transistors and diodes), and 20 resistors, 
it is size, rather than complexity which de- 




Fig. I. Block diagram of variable gain amplifier. 



termines an IC's cost, so that the LM270, 
which is about the size of a single medium 
power transistor, is already cost competitive 
with the less complex discrete-component 
circuits it replaces. As volume commercial 
use of the circuit increases, the circuit is 
likely to be available at even more attrac- 
tive prices. 

Inside the can 

The LM270 consists of several separate 
functions, designed to work together in a 
self-contained system, to produce control 
voltages for external use, or to respond to 
applied control signals. Heart of the cir- 
cuit is a balanced series-shunt variable at- 
tenuator, formed by the four transistors in 
Fig. 1, which allows a large gain control 
range, with low distortion (for inputs less 
than 100 mV p-p), and which can be di- 
rectly coupled to other parts of the system, 
eliminating the transformer or capacitor 
coupling necessary with all other variable 
arrangements. From a twelve volt supply, 
the gain vs. control voltage relationship is a 
smooth curve, as in Fig. 2, which gives a 
constant gain of +40 db for control voltages 
between zero and +2 volts, and is effectively 
"shut off" above +2.6 volts. 




1 9 2.0 2 1 2.2 2.3 2 4 2.S 2 t 
V*gc CONTROL. VOLTS 

Fig. 2. Typical voltage gain vs. control voltage ap- 
plied at pin 4. 
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Fig. 3. Differential input circuit and squelch de- 
tector. 



A separate subsystem within the LM270 
is the squelch detector, Fig. 3. Using the 
same input differential amplifier as the var- 
iable gain circuit, the high gain peak de- 
tector formed by Q20, Q36 and Q21 re- 
sponds to very small inputs (as little as 
a millivolt, depending on setting of the ex- 
ternal threshold pot), by rapidly discharg- 
ing an external capacitor. In the absence of 
input signal, C(ext) charges above +2.6 V, 
which, when tied to the gain control input, 
keeps the output amplifier "off". A mom- 
entary input peak above the threshold causes 
Q21 to rapidly discharge C(ext) below 
+ 2 volts, turning the amplifier fully "on". 
This arrangement gives a fast attack, slow 
release squelch, which catches first speech 
syllables, and waits long enough to avoid 
"cutting out" between words. 

The complete circuit appears in Fig. 4. 
A detailed explanation of each part, too 
lengthy for inclusion here, may be found 
in the references. 



volts, so that symmetrical output clipping 
occurs. 

Two identical gain control inputs, pins 
3 and '1, are provided, which allows con- 
trol by two independent sources at the same 
time, such as simultaneous AGC and squelch. 
By bypassing pin 2, the gain control inputs 
become emitter-follower positive peak de- 
tectors. The control inputs are protected by 
6.5 volt zeners (Q33 and Q34). If the con- 
trol input is expected to rise above +6.5 
volts, a 10K series resistor at that input 
should be used to prevent excessive i" 
tion in the zeners. 



Remote gain-controlled audio amplifier 

A simple application is a preamplifier, 
Fig. 5, whose gain is manually controlled, 
noiselessly, by a dc voltage from a remote 
location, rather than running long, capaci- 
tive coax signal lines to and from that loca- 
tion. Pin 4 is bypassed by an external capaci- 
tor, to eliminate noise pickup. Since the 
gain-control curve, Fig. 2, is approximately 
logarithmic, a linear pot will give a desirable 
logarithmic audio attenuation characteristic. 

For illustration, the second control input 
is shown connected to an IC logic gate, of 
the DTL, RTL or TTL varieties now avail- 
able at low cost. This gate, operating from 
a five volt supply, can be part of a logic 
arrangement to override the remote con- 
trol, and shut off the amplifier under pres- 
ent conditions. The resistors and capacitors 
shown biasing the single-ended input are 
used to illustrate one way of operating the 
inputs at a fixed dc voltage; subsequent 
examples will show simpler schemes. 



Practical ham applications 

Before going into specific circuits, a few 
general remarks are in order. Those familiar 
with operational amplifiers will easily rec- 
ognize the LM270 configuration. Differen- 
tial inputs allow inverting or non-inverting 
gain, or drive from a "floating" signal source. 
If single-ended drive is needed, the unused 
input is simply tied to the same reference 
voltage as is the actual input. All that is 
required is that both inputs be at equal dc 
potential, somewhere between +4.5 volts 
and the positive supply. Like an "op amp", 
the LM27()'s dc output voltage stays at ap- 
proximately half of the positive supply volt- 
age, for all supplies between +4.5 and +24 




Fig. 5. Remote or digital control amplifier. 
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fig, 4. Complete LM270 Schematic. 



Speech compressors 

Fig. 6 and 7 are basically audio AGC 
systems, which respond to peak speech levels 
above a set threshold by quickly reducing 
gain to a level which keeps succeeding simi- 
lar peaks below the threshold. This differs 
from the usual "speech clipper", as it 
causes no distortion, but simply keeps the 
output level at an approximately constant 
level. In a modulator (any type), such AGC 
keeps modulation always near, but never 
in excess of, 100 percent. In Fig. 6, a PNP 
transistor (almost any type will do) adds 
enough gain to the control loop to operate 
over a large range of input levels. In Fig. 
7, the additional gain of the receiver or 
modulator is used for this purpose. Vary- 
ing load impedances can cause the gain of 
these stages to vary; taking the control 
signal from the system's audio output 
automatically compensates for load varia- 
tions, in much the same way as an ALC 
system operates. The scope photo, Fig. 8, 
shows how the output (vertical axis) remains 
nearly constant while the input (horizontal 
axis) varies over a wide range. Note that 



both AGC circuits use the internal emitter- 
follower detectors, and that both inputs air 
biased from the positive supply through 
equal resistors, although other biasing Wtffks 
equally well. 

Squelch preamplifier with hysteresis 

Audio squelch is useful in both receiv- 
ing and transmitting systems, to cut out 
background noises. The sensitive circuit of 
Fig. !) includes a number of refinements, 
which make it smooth-acting, and easy on 
QRM weary ears. The threshold pot at pin 
7 can be a front-panel control, to cut in 
at any desired level. Attack time is on the 
order of a millisecond for nearly any capaci- 
tor value at pin 6, but release time is deter- 
mined by the external RC time constant. 
The fixed 100 k resistor may be replaced 
by a 100 k pot, in series with a 10 k re- 
sistor, to give operator-adjusted release 
time. 

Part of the voltage at pin 6 is fed back 
to the threshold pot; since there is an "on" 
and an "off' voltage at pin 6. this creates 
a controlled amount of threshold hysteresis, 
which greatly enhances the circuit's im- 
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Fig. 6. Speech compressor. 



munity to rapid fading or erratic speech 
patterns. A typical threshold control setting 
might be one at which amplification cuts 
in above 20 mV p-p inputs. With the feed- 
back values shown, the input level must drop 
below 12 mV p-p for a time equal to the 
RC time constant, before gain is cut off. 
Shorting across the 200 ohm resistor de- 
feats the hysteresis. 

Unlike most squelch systems, which are 
just switches, the LM270 provides a grad- 
ual fadeout of background noise, when re- 
leasing. This is because the RC combina- 
tion charges slowly along an exponential 
curve, and passes through the variable gain 
region on its way to complete cutoff. Fig. 
10 shows the squelch action with a 25 
mV capacitor and 100 k charging resistor. 
In the upper trace, a constant 1 kHz sig- 
nal just below the squelch threshold keeps 
the output, in the lower trace, off. Abruptly 
increasing the input above the threshold 
immediately turns the amplifier on. Reduc- 




Hg. T. Speech compressor using subsequent gain 
lor belter control. 




Fig. 8. AGC transfer characteristics, input vs. out- 
put, for varying input. 



ing the input does not turn off the out- 
put, but merely reduces it proportionally, 
during the release period. Finally, after 
about one second, the output tapers off to 
zero again. 

In this example, another input biasing 
scheme is illustrated; the LM270 can be 
driven directly from a high impedance dy- 
namic microphone, such as the Shore 401 A, 
with dc bias for both inputs derived from the 
positive supply, and no other external com- 
ponents required. In receiver squelch, one 
of the previously illustrated input arrange- 
ments might be used. The high frequency 
response of the squelch may be rolled off 
with a .05/iF capacitor from pin 7 to ground, 
to reduce squelch triggering from high 
frequency noise above the speech spectrum. 

A simple VOX mike proamp 

Using a small power transistor driving a 
relay, the LM270 makes a combination VOX 




Fig. 9. Squelched preamplifier with hysteresis. 
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Twin-tee constant amplitude audio 
oscillator with remote level control 

Oscillation occurs in a twin-tee, op-amp 
type circuit, when total feedback gain equals 
unity (including filter losses). Conventional 
methods of regulating oscillator amplitude 
usually rely on nonlinear loading of the 
gain stage. With the LM270, however, gain 
may be set by detecting the output, and 
using this to force the gain to exactly the 
minimum value required to sustain low dis- 
tortiorj oscillation. The "ACC Oscillator" 
circuit, Fig. 13, automatically compensates 
for changes in oscillator load impedance. 
The exact amplitude at which this action 
occurs is set by an external pot, and may 



and microphone preamp small enough to 
build into a mobile-type communications 
mike. With the relay contacts wired across 
the push-to-talk switch, such a microphone 
can add VOX to existing transmitters with 
minimum disturbance of wiring. The basic 
circuit of Fig. 11 can be improved, as in 
Fig. 12, by driving one amplifier input from 
the microphone, and the other from an at- 
tenuated part of the receiver's loudspeaker 
output. (Correct phase must be determined 
experimentally, by reversing either loud- 
speaker or microphone leads for best per- 
formance.) This takes advantage of the dif- 
ferential inputs provided on the LM270, to 
cancel ambient speaker signals reaching the 
mike (anti-trip VOX). A diode shunts the 
relay coil to protect the PNP power tran- 
sistor. Any relay drawing less than 100 mA 
from a +12 volt supply may be used, small 
model-airplane types being suited for inclu- 
sion inside the mike case. In Figs. 11 and 12, 
amplifier gain is not cut off by the squelch 
detector; however, the VOX circuit may 
combine with any of the preceding applica- 
tions to give, for example, a preamp con- 
taining both VOX and speech compression. 




Fig. 12. VOX/mike pre- 
amp with anti-trip. 



be set at any value below the maximum 
undistorted output of the amplifier itself. 
The "twin-tee" values shown give a 1 kHz 
output; other frequencies can be calculated 
from the formula: 



f = 



1 



2-rRC 



A modulated 455 IdHz signal generator 

An inexpensive, high "Q". -155 kHz ceramic- 
filter can be substituted for the twin-tee 




Fig. 11. VOX/mike preamp. 



Fig. 13. Twin-Tee constant amplitude audio oscil- 
lator. 
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feedback network in the preceding exam- 
ple, to make a regulated-output AM if align- 
ment generator, Fig. 14. If the AGC thresh- 
old voltage, which determines the ampli- 
tude of stabilized output, is varied at a slow 
(audio) rate, the output rf amplitude will 
be forced, by the AGC feedback, to track 
the audio modulation. 
Conclusion 

The LM 270 is a very versatile ham IC, 
which can make your next homebrew rig 
more advanced than many commercial jobs, 
with a minimum of the usual headaches. 
A little thought will reveal many applica- 
tions, not covered in this article, in speech 
processing, RTTY, mountaintop repeater con- 
trol, and others requiring either a variable 
gain amplifier or a sensitive squelch de- 
tector. 

Future developments in the communica- 
tions IC area are going to raise a few more 
eyebrows; it is expected that nearly all low 
power level sections of both receivers and 
transmitters will be built in integrated 
form in the near future, but these develop- 
ments must wait for subsequent articles. 
Meanwhile, whet vour appetite with the 
LM270, the first ham IC. ... W6DNS 
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fig. 14. 455 kHz modulated, regulated output sig- 
nal generator. 
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Integrated Circuit TV Sync Generator 
Claude Wiatrowski, K9AAC/7 



The prices of both digital and linear inte- 
grated circuits have fallen so quickly in 
the past few years that it now costs more to 
build certain electronic systems from dis- 
crete components than to buy the equivalent 
integrated circuit. This article describes just 
such a case: the use of digital integrated 
circuits in a synchronizing generator for an 
amateur television station. This is not the 
usual sync generator probably found in the 
majority of amateur television stations. It 
generates the same sort of synchronizing, 
blanking, and drive signals that commercial 
television stations generate. Equivalent sync 
generators using vacuum tubes arc found in 
commercial stations to this day. They are 
notoriously unstable, difficult to adjust, 
consume upwards of 450 watts of power, 
and may fill one or two large relay racks. 
The integrated circuit version described in 
this article is extremely stable, has only five 
easily set independent adjustments, con- 
sumes a little over one watt of power, and 
will fit behind a standard rack panel. More 
remarkable is the fact that the total cost of 
the unit is under fifty dollars. 

Now, if you are interested in contructing 
a sync generator, I will assume that you have 
some experience in television systems. For 
those of you interested in the theory of the 
unit, I will also assume you have a familiar- 
ity with basic digital circuits and logic. 

The blanking signal generated by this unit 
is identical to the signal all television sta- 
tions, both amateur and commercial, use for 
this purpose. The sync signal generated, used 
by all commercial stations and very few 
amateur stations, may not be familiar to the 
amateur television operator so a short ex- 
planation is in order. 
The Synchronizing Signal 

Many simple camera designs that have 
been published in amateur journals rely on 



the blanking signal to synchronize the scan- 
ning oscillation in the receiving television. A 
more sophisticated approach is to add separ- 
ate sync pulses on top of the blanking pulses 
while establishing a definite time relation- 
ship between the line and field frequencies, a 
truly interlaced system, as opposed to 
random interlace. Note, however, that in 
both systems the horizontal scanning oscil- 
lator of the receiving television will not be 
synchronized during the vertical sync pulse. 

In order to achieve accurate interlace, it 
is imperative that the horizontal oscillator 
remain synchronized at all times. To accom- 
plish this, the vertical sync pulse is serrated 
at twice the horizontal rate. The sync- 
separator in a television receiver consists of a 
differentiator and an integrator. The output 
of the differentiator is a series of very short 
pulses corresponding to the edges of the 
synchronizing pulses. Since the widths of the 
pulses have no effect on the differentiator 
output, its output remains the same through 
the vertical sync interval due to the extra 
edges on the serrated vertical. It is this 
output that keeps the horizontal scanning 
oscillator synchronized at all times. 

The integrator, on the other hand, 
responds to the widths of the pulses. The 
output of the integrator is roughly the 
average over an interval of time of the area 
of the pulse train. Indeed, then the output 
of the integrator increases as the pulses 
become wider and decreases as the pulses 
become narrower. 

Since the vertical sync pulses are wide 
compared to the horizontal pulses, the out- 
put of the integrator corresponds to the 
vertical sync pulse interval. It is this output 
that synchronizes the vertical scanning 
oscillator. 

Because every other field ends on a half 
line, the last horizontal sync pulse will vary 
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Fig. J. Scope trace photo of sync and blanking signals and horizontal and vertical drive. 



in position relative to the vertical pulse by 
31.75 tis. This will cause the output of the 
integrator to be shifted by a small amount 
on alternate fields. This shift is enough to 
cause the lines on alternate fields to pair 
rather than be spaced equally. The group of 
pulses that remedy this situation are called 
equalizing pulses. 

Six pulses, each of half the area and twice 
the repetition rale of the horizontal pulses, 
arc placed before and after the vertical sync 
pulses. Being the same on every field, they 
serve to buffer the integrator output against 
shifts of the horizontal sync pulses which 
now occur farther away in time. 

The complete sync, blanking, and drive 
signals arc shown in Fig. t. This has not been 
intended as a rigorous treatment of the 
television synchronizing system. For the 
interested reader, the subject is covered in 
many texts. 

All gates are negative logic nand or 
positive logic nor. As this unit was designed 
with negative logic in mind, the analysis 
proceeds most easily from this viewpoint. 

The flip-flops toggle on the negative-going 
edge of a trigger (T) pulse provided the set 
(S) and clear (C) terminals arc left floating 
or are grounded. A signal of +3V on the set 
and OV on the clear will cause the flip-Hop 



to set on a negative-going trigger edge. (Set is 
interpreted as meaning terminal Q in the 
drawings will go to +3V and terminal Q will 
go the OV.) An analogous situation exists for 
the clear input and the reset condition of the 
flip-flop. These flip-flops also have a dc clear 
which resets the flip-flop on a 3V pulse or 
level which overrides the inputs on all other 
terminals. 

The Clock and Frequency Dividers 

Basic components of any accurately inter- 
laced scanning system are frequency 
dividers. One frequency divider divides the 
input frequency of 31.5 kHz by 525 to 
obtain a signal at the field rate of 60 Hz. 
Another unit divides by two to obtain 15.75 
kHz. the line rate. In the sync generator 
described in this article, the dividers are 
actually electronic binary counters requiring 
no adjustments. The simplest of all these 
circuits will divide only by powers of two. 
An example is the 4: 1 counter of Fig. 2 used 
to obtain a 31.5 kHz signal from a 126 kHz 
oscillator. It is necessary to apply feedback 
to count by numbers other than a power of 
two. The 15:1, 7:1, and 5:1 counters that 
make up the 525:1 divider i:i Fig. 2 are 
examples of this type of counter. Briefly 
stated, the output of the nand gate associ- 
ated with each counter resets the entire 
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Fig. 2. Master oscillator frequency dividers. 



counter to zero when the required count is 
reached. 

The 7:1 counter has some minor varia- 
tions. The last stage is reset by the action of 
the previous stage resetting. A capacitor is 
placed across the input of this counter. 
These two modifications are necessary to 
prevent extraneous pulses from resetting or 
triggering the counter stages. This is fast 
logic and the offending pulses are less than 
IV in magnitude and 50 ns in length. 

There are two separate 2:1 counters. One 
counter is triggered by a signal delayed by an 
inverter and RC circuit connected to its 
input. The connections from the outputs of 
the nondelayed counter to the set and clear 
inputs of the delayed counter keep the two 
counters in phase. Without these connec- 
tions it would be possible for the sync pulses 
to appear between rather than on top of the 
blanking pulses The delayed outputs are 
used to trigger all basic pulses except the 
horizontal blanking pulses. This delay which 
is adjusted to 1.27 lis accounts for the space 
between the leading edge of the blanking 
pulse and the leading edge of the sync pulse 
(sometimes called the front porch). 

The delay is accomplished as follows. 
Assume that the input of inverter D4 is 
initially at OV and its output is at 3V. If the 
input voltage to the potentiometer suddenly 
rises to 3V, the capacitor will only slowly 



change to 3V. The rate of change is adjusted 
by the potentiometer so the input to the 
inverter rises to the point necessary to 
saturate the transistor in the inverter after 
1 .27 ps. Thus, 1 .27 /lis after the input transi- 
tion takes place, the output transition will 
take place from 3V to OV. 
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The muster oscillator operates at 1 26 kHz. 
This frequency was chosen because crystals 
for this frequency are less expensive and 
more easily obtained than lower frequency 
crystals. The circuit is a Pierce oscillator 
constructed from a digital inverter. A second 
inverter is used to shape the output to 
trigger the 4: 1 divider to 31 :5 kHz. The 0.01 
jiF phase-shifting capacitor may have to be 
increased for a lower 0 crystal. It is also 
possible for this circuit to oscillate at a 
harmonic of 126 kHz. The cure here also is 
to increase the value of the capacitor. 

Pulse Generation 

Four monostablc multivibrators are used 
to generate the following pulses: equalizing 
pulses, 2.54 /is; horizontal sync pulses, 5.03 
/is; horizontal blanking pulses, 1 0.1 6 ps; and 
vertical sync pulses, 27.31 /lis. 

The 27.31 ps monostable is a standard 
design contructed from two gates. The other 
monostables are constructed from one 
inverter each. They are not true monostables 
in the sense that they do not have feedback. 
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Fig. 4. Gate generation. 



They will work in this application because 
the half period of the driving waveform is 
longer than the resquired pulse width. The 
circuitry is shown in Fig. 3. All outputs are 
inverted. 
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Generating the Gating Signals 

The main counter has 525 unique states 
of each of its flip-flops. These states can be 
decoded to provide gating signals. 

Gate 3 is the vertical blanking signal. It is 
generated directly as a combination of the 
states of two flip-flops of the counter. This 
gate is about 3 horizontal lines longer than 
the recommended width. This is virtually 
unnoticeable and the additional logic neces- 
sary to correct it hardly seems worth the 
additional complication and expense. 

Gate 1 gates off the horizontal sync 
pulses and gates on the equalizing pulses. 
Gate 2 gates off the equalizing pulses and 
gates on the vertical sync pulses. Gates 1 and 
2 are both produced by gating pulses from 
the main counter at the beginning and end 
of the gate times and using these pulses to 
set and clear flip-flops made of two cross 
connected nand gates. The circuitry is shown 
in Fig. 4. 

Output Gating 

Gates 1, 2, and 3 arc used to turn off and 
on the basic pulses at the required times. 
Gate 3 (Fig. 5) gates off the horizontal 
blanking pulses during the vertical blanking 
interval and it itself is inserted as the vertical 
blanking signal. 
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Possible Changes 

II is possible to generate "on" and "off" 
pulses and use these to set and clear a 
flip-flop to generate gate 3 analogous to the 
circuits for generating gates 1 and 2. In 
amateur service this additional circuitry 
hardly seems worth the additional cost and 
complication. If the unit is intended for 
commercial service, this modification will be 
necessary. Other modifications that would 
normally be required for commercial service 
would be separate width and position flip- 
flops and associated gating for the vertical 
and horizontal drive signals. Another "must" 
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Fig. 6. The completed sync generator. 



is the inclusion of alternative methods of 
master frequency control, such as a method 
to lock the generator to the power line or 
some external source (such as network or 
remote site sync generator). 
Construction 

The unit is constructed on a 6 x I 2 in. 
chassis of which only 6x7 in. is used for the 
sync generator (Fig. 6). The primary con- 
sideration to bear in mind is ease of wiring. 
Each integrated circuit has a possible four- 
teen or more connections to it and space for 



wiring can be rapidly depleted. This unit 
could ideally be constructed on a single 
printed circuit card, although the layout of 
such a large printed circuit is not a simple 
task. 

On all integrated circuit sockets, pin 4 is 
ground and pin 1 1 is connected to +3.6V. 
The crystal socket was mounted on a 
bracket on the underside of the chassis. All 
discrete components were mounted on a 
directly on the IC sockets. I do not recom- 
mend this procedure as it makes an already 
crowded situation worse. A possible 
improvement would be to mount all discrete 
components on a piece of Vector board 
mounted on the underside of the chassis. 

The multiturn potentiometers are a con- 
venience but satisfactory operation should 
be possible with ordinary carbon potenti- 
ometers. Four phone sockets are used for 
sync, blanking, and vertical and horizontal 
drive connections. 

The large empty space on the chassis, the 
extra output connectors, and the two spare 
terminals on the power block are for pos- 
sible expansion to color. The IC socket is a 
16-pin type that works as well for these 
14-pin packages. 

Adjustment Procedure 

Assuming that you prefer to wire and test 
the generator in sections, the first section to 
be wired should be the clock and frequency 
dividers. Observe the input and output of 
the 15:1 divider on a dual-trace oscilloscope. 
There should be 1 5 input pulses for every 
output pulse. If you do not have dual-trace 
facilities, you can mix the two signals in a 
spare gate. Although the output does not 
look the same as with a dual-trace scope, the 
number of pulses that should occur during 
the output pulse for each counter can be 
determined from Fig. 7, which shows scope 
trace photos of the gating and counting 
circuits. The other dividers may be checked 
in the same way. 

See that the 15.75 kHz and delayed 
15.75 kHz signals are in phase. They will be 
if you have not made a wiring error. Adjust 
the delay so that there is a 1.27 ps between 
the leading edges of the two signals. Again, 
without a dual-trace oscilloscope, mix the 
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Equalizing pulsus 
2.54 us 



Horizontal sync 
5.08 us 




Fig. 7. Relative-time photos of gating functions. In 
(A), notice, the leading edge of blanking pulse 
precedes other pulses by 1.27 /is. Photo (B) shows 
the action of gates 1 and 2' in producing the sync 
signal. Photos (C), (D), and (E) show the output 
signals from the counters. 
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inverted nondclayed output with the normal 
delayed output. The pulse on the oscillo- 
scope from the output of your mixing gate 
has a width equal to the delay time. 

Wire the monostables and their inverters 
next. Look at the output of the inverters 
and adjust the pulse widths to the correct 
values. Remember the pulses are negative 
going at the outputs of the inverters. Wire 
gate 3 first, then gate 1 , and finally gate 2. 
The outputs of the three gates may be 
compared with the scope pictures in Fig. 7. 
Their widths should be: gate 1 , 57 1.5 ps; gate 
2, 190.5 ps; gate 3, 2857.5 us. Lastly, wire the 
output gating and connect it all together. 
Sync, blanking, and drive should now appear 
at their respective output terminals. Check, 
the appearance of the blanking and drive 
with an oscilloscope. The sync waveform 
may only be viewed reliably using an oscillo- 
scope with delaying sweep. The delay has to 
be longer than two fields, as the horizontal 
sync pulses alternate their position every 
other field. Without these precautions you 
can not be certain that your scope trace is an 



accurate indication of the output waveform. 
Note, however, that no adjustments have to 
be made while looking at this waveform so if 
you trust your wiring and previous adjust- 
ment procedure, you can be confident of 
having a correct sync signal. If you still insist 
on seeing the sync waveform, it is possible to 
add a single flip-flop as a 2:1 counter 
connected to the output of this 2:1 divider 
to the external sync on your scope and you 
should be able, after some adjustment, to see 
the sync signal. 

Since the outputs of this unit are the 
outputs of gates, they will not drive a low 
impedance load. All inputs to other equip- 
ment should be high impedance and the line 
should not be terminated with a resistor. 
This situation is ideal in my station as most 
equipment is of IC conduction and the 
output of the sync generator simply drives 
other gates. If you absolutely require low 
impedance signals, the outputs of the gates 
may be buffered with simple emitter 
followers. 
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A Digital Readout for your VFO 



R. Factor 



Are you on frequency? Are you within 
the hand? Incentive licensing sub- 
bands have made this an increasingly diffi- 
cult question to answer. Even if you have 
an Extra license, it is still nice to know 
where you are for net operation, OO work, 
etc. The declining price of integrated cir- 
cuits and readout devices has made it 
unnecessary to continue to drool over the 
advertisements for that SI 600 transceiver 
with the digital dial. A large percentage of 
currently manufactured gear can be fitted 
with a digital dial with greater accuracy, 
and very reasonable cost. Little modifica- 
tion of your gear is required, and what is 
required will not affect the resale value, 
since it is invisible and is easily removed. 

As an extra added plus for the home- 
brewer, the digital dial makes unnecessary 
the greatest hate object of the electronic 
purist: the tuning dial; with its attendant 
impossibilities of getting linearity, ac- 
curacy, and above all, of inscribing, decal- 
ing, engraving, or calligraphing the dial in a 
neat, readable manner. 

The device to be described is an adapta- 
tion of the basic electronic counter circuit. 
It takes the vfo signal of your receiver or 
transmitter and tells you what it is. Accu- 





Front view of digital dial showing sandwich 
construction. 



Top view of power supply and timing section. 



rately. Not to the nearest kHz (with luck, 
at 57.8% relative humidity, with the rig on 
a cast iron bench weighted with two tons 
of sand and suspended in a mercury pool) 
but rather down to the nearest 10 Hz, 
almost always, with no precautions or 
requirements other than a periodic check 
to zero-beat the oscillator with WWV. If it 
is installed in a transmitter, it can measure 
received signal frequency by zero-beating 
the transmitter with the receiver. It can 
also measure frequency shift of an RTTY 
signal by zero-beating the mark and space 
frequencies and subtracting the two read- 
ings. 

You know frequency counters are ex- 
pensive and you're scared away by the 
price. Right? You shouldn't be - I men- 
tioned that IC and readout prices are 
declining. Below is a comparison based on 
the advertised prices of the major compo- 
nents involved. I haven't included resistors 
and sjnall components because you no 
doubt already have them. Even if you 
don't, the total should be less than $10. It 
is assumed that your rig has high voltage 
and filament supplies so that no power 
transformer must be bought. 
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Type Quan Total 

SN7490 10 S2 ° 

SN7475 5 510 

SN7441AN 4 * 12 
B5750 

(Nixie) 5 $25 

IMffcXtal I $_5_ 

S72 



This is effectively for the "worst case." 
i.e.. no external oscillator, using I MHz 
crystal. 5-digil readout with storage. By 
eliminating the 10 Hz resolution, using an 
existing 100 KHz calibrator, and deleting 
the most significant digit, the price he- 
comes drastically lower. 



Type Qimn loial 

SN7490 7 $14 

SN7441AN 3 S 9 

B5750 3 $15 

$38 



Since dial drive mechanisms with less 
than one tenth the accuracy cost over S30, 
the price is not at all out of line. Inciden- 
tally, the prices quoted above are the 
highest you should have to pay. Due to a 
current oversupply in the IC industry, 
substantial discounts may be obtainable, 
and there is little doubt that prices will 
drop substantially between the time these 
words were written and the time the article 
appears in print. 

Now that you have decided to build the 
digital dial, let's see if its circuitry makes it 
compatible with your rig. The rig should 
have crystal-controlled front end or conver- 
sion oscillator and a vfo covering a reason- 
able frequency range without odd number 
kilohertz tacked on. Ideally, a range of 
from, say 5.000 to 5.500 MHz would be 
covered. The unit can be used with a unit 
whose vfo covers, for example, 5.300 to 
5.800 MHz with only minor changes. Input 
frequency is unimportant - anything up to 
15 or 20 MHz is okay with the ICs 
specified. What is important is that there 
be no odd numbers at the end. A vfo 
covering 5.455 to 5.955 would be unac- 
ceptable. Of course, the counter will mea- 
sure such frequencies as well as any other, 
but they will be impossible to mentally 
relate to the operating frequency. Another 



Fig. J. Vfo isolation, input circuit, and power 
supply. 

requirement is that the frequency mixing 
scheme be either additive or subtractive, 
but not a combination of the two. A quick 
glance at your instruction manual will tell 
you the exact vfo frequency and mixing 
scheme. If your rig tunes in the same 
direction on all bands, you should have no 
problem with the additive/subtractive ques- 
tion. If your rig docs not fit the above 
criteria, I'll have a few comments on 
possible remedies, untried but theoretically 
sound, at the conclusion of the article. 

The digital dial described herein is being 
used with my HX500 transmitter, whose 
vfo is 3.9-4.4 MHz, and which employs 
subtractive mixing. However, the principles 
and circuitry can be used with only minor 
modification in any transmitter or receiver 
fitting the above criteria. 

The Circuit 

The first step in going digital is to 
modify your rig. The digital dial needs +5V 
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dc at about 500 mA, B+ at about 15 mA, 
and I V of signal at the vfo frequency. To 
get the 5 V, tap the filament supply (6.3 or, 
preferably, 12.6V and connect it to the 
bridge rectifier shown in Fig. I. If your 
filament supply is 6.3V, it may be neces- 
sary to connect another 6.3V, 500 mA 
transformer in series with the filament 
supply. Nixie tubes like 170V at about 3 
mA across them, but since they tend to act 
as voltage regulators, current limiting is 
necessary. Measure your B+ supply, sub- 
tract 190V, and calculate a resistor that 
will give 3 mA per Nixie with this voltage 
across it. Be sure to make a power calcula- 
tion also, as a 2W resistor may be required. 
Small series resistors are connected to each 
Nixie to equalize current; the resistor just 
calculated goes to the junction of the series 
resistors. 



The purpose of the vfo buffer is to 
make sure that the vfo in the rig is not 
disturbed. An emitter follower is ideal for 
this application. The component values 
shown are for a supply of 150V, as this is 
the most commonly used. No trouble 
should be encountered if the pickoff capa- 
citor (12 pF in the schematic of Fig. 2) is 
at least an order of magnitude smaller than 
the capacitor from the cathode to ground. 
The actual capacity will be much smaller, 
since the pickoff capacitor is in series with 
the transistor base, but it doesn't hurt to 
be safe. This completes the necessary mod- 
ification of the rig. No damage to the front 
panel - see? 

Circuit Description 

The theory behind the electronic count- 
er iS that the number of cycles of the signal 
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Fig. 2. Frequency-standard oscillator and counter 
control circuitry with timing diagrams. 
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Fig. 3. Digital counter and Nixie driver; moduie 
for /east significant digit is shown. 
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in a given period can be counted. If the 
period, for example, is 1 second, the 
number counted comes out to be cycles 
per second. Deriving the period precisely is 
done by counting down an accurate refer- 
ence oscillator and then using the counted 
down signal to gate the signal to be 
measured. 

The circuit works as follows (see Figs. 3 
and 4). The input signal goes into a divider 



chain, the first stage of which is the least 
significant digit. After 10 pulses, the first 
stage is reset and a carry pulse generated. 
Since the counter has five stages and the 
counted frequency is in the MHz range, 
you can see that the counter will overflow 
several times during each count interval. 
However, we know what the first digit will 
be, so there is no point wasting a counting 
stage on it. All the stages are identical 
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except for the most significant digit, which 
uses discrete components since special de- 
coding is required. 

After the counters have counted, the 
SN7441 AN decoder/drivers ground the ap- 
propriate Nixie cathodes and the corres- 
ponding numbers light up. Between the 
counters and the decoder/drivers, one addi- 
tional stage is necessary - a buffer storage 
register. The reason for this is that the gate 
time is 0.1 second, which will cause blur- 
ring during counting. If you wish to read 
out once per second, this isn't too bad. 
However, the dial is more useful when it's 
responsive, and you can zero in a frequen- 
cy much more quickly when you don't 
have to wait a full second to see where the 
dial turn took you. By using storage 
registers and a few logic gates, it is possible 
to make ten 100 ms measurements in 10.1 
seconds with no digit blurring. How this is 
done brings us to the timing circuitry. 

First, an accurate frequency must be 
generated. The circuit shown in Fig. 2 is a 
stable oscillator designed for 32 pF crys- 
tals. A trimmer is included for fine fre- 
quency adjustment. There is no reason why 



the 1 MHz output of another oscillator 
can't be used. Approximately IV (peak-to- 
peak) is required. You can also use a 100 
kHz oscillator and delete one divider stage. 
The MC724P quad 2-input gate shapes the 
signal into a square wave suitable for 
triggering the dividers. 

The first two dividers I used in my unit 
are Fairchild ;uL958s. I used them because 
I had them lying around, and it is okay to 
use SN7490s here. A section of 1C8 is used 
as a buffer to make the two 1C families 
compatible. If you use 7490s, delete this 
gate. 

ICs 3, 4, and 5 are the remaining 
dividers. At time zero, let us suppose that 
1C6, the gate flip-flop, is reset (gate at logic 
0). The carry pulse from the last divider 
brings the gate high, starting the count. 
One carry pulse later ( 1 00 ms), IC6 is again 
reset, stopping the count. (The abbrevia- 
tion "ms" means milliseconds; /us" means 
microseconds. 

Here the fun begins. IC6 Q, being high, 
sets half of the and condition on the first 
two sections of IC7. IC3 is still counting 
from binary 0 to binary 9 at a rate of 1000 
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Fig. 4. Logic block diagram. The left block gives readout in 10 Hz increments at 101 ms intervals with- 
out blurring. The right block reads in 100 Hz increments; the update is adjustable and blurring occurs 
during 100 ms count. 
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times per second. Its output states are 
decoded by the remaining inputs to IC7 in 
the following sequence: At binary 4 and 6, 
pins 12 and 13 are both high, causing pin 
11 to go low, pin 8 to go high, and thus 
strobing data into the buffer register. The 
strobe is performed twice because doing so 
eliminates the need for an additional de- 
code - the same data is strobed each time. 

At binary 8, pins 2 and 1 of 1C7 are 
both high, causing pin 3 to go low and pin 
6 to go high, thus resetting the counter and 
resetting the last two 7490s in the dividing 
chain. However, these two dividers are 
reset to 9 instead of to 0. This means that 
just 0.1 millisecond later, when IC3 carries, 
IC4 and IC5 will also, starting the count 
again. Note that the total time between the 
end of the first count and the beginning of 
the next is just 1 ms, allowing almost 10 
measurements per second. 

Backwards or Forwards? 

If your rig is of the subtractive mixing 
type, you arc probably wondering how the 
readout frequency corresponds to the out- 
put frequency of the rig. It doesn't - 
everything is upside down. Of course, it 
will be accurate on one frequency in the 
middle of the band, but that's little com- 
fort. Despair not. Instead, connect the 
Nixies to the counter backwards. (Switch 
0 for 9, 1 for 8, 2 for 7, 3 for 6, and 4 for 
5.1 Through the magic of mathematics, for 
every 10 Hz increment of the vfo frequen- 
cy, there is a 10 Hz decrement of the 
readout frequency. You can now see why I 
said that the rig can be additive or subtrac- 
tive, but not both . . . unless you happen to 
have a two-position, 50-pole switch a- 
round. 

Most Significant Digit 

The one remaining readout problem is 
that of the most significant digit. If you 
want the digital dial to be accurate on all 
bands it must read: (3)745.92 kHz on 80 
meters, and (7)245.92 kHz on 40 meters. 
One way this can be done is to have 
different drivers for the Nixie, and ground 
the appropriate one with an extra wafer on 
the band switch (see Fig. 5). By driving the 



bases in parallel and grounding the emitters 
of the appropriate group, a cheap and dirty 
"adder" is constructed. 
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Fig. 5. Using a wafer switch to ground the 
appropriate Nixie drive for "adder" function. 
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Fig. 6. General decoding scheme for all BCD 
states. 



If your vfo starts from some frequency 
other than an even megahertz, the decoder 
must be designed to match. If the vfo is, 
say 3.9 to 4.4 MHz (as is the HX500), 
where 3.9 corresponds to the top of the 
band and 4.4 to the bottom, then the 
decoding is as follows: 4.399.99 to 
4.300.00 is 000.00 to 099.99 kHz on the 
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Top view of counting circuit. 
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dial. Thus, 3 must be decoded as 0; 2 as 1 ; 
1 as 2; 0 as 3; and 9 as 4. To do this the 
gate that decodes a 3 binary state should 
drive the 0 (and 5) digit line, etc. The 
decoding section is fairly simple since only 
5 states must be decoded, compared to the 
10 states decoded by the SN7441AN. 
Figure 6 and Table 1 give the general 
decoding logic for all possible binary- 
coded-decimal states. Considerable simplifi- 
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Fig. 7. An out-of-band indicator is constructed 
by anding (he unused N states and feeding a 
simple driver. 



cation is possible if you have a good 
understanding of digital logic. For instance, 
the schematic of my unit shows the de- 
coding function performed by one 3-input 
gate equivalent, three 2-input gates, and 
one 1 -input gate. 

If you wish, the unused states of the 
counter can be used to give an out-of-band 
indication (Fig. 7). None of the N outputs 
will be low if none of the proper states is 
decoded. This allows the transistor to be 
saturated. You can use it to light a light, 
ring a bell, disable the VOX circuit, or start 
a tape recording with hosannas to the FCC. 

El Cheapo 

Thus far, my comments have been 
about a "deluxe" counter with storage and 
10 Hz readout. If you wish to build a more 
austere model (read "cheap"), there are 
ways to cut down on the cost. The best is 
to make a four-digit model with a 10 ms 



time base. Since the count interval is so 
short, you can sample once every tenth of 
a second, count for a hundredth of a 
second, perform housekeeping functions in 
2.0 ms, and have a display visible for 
almost 90% of the time without using 
storage registers. One Nixie stage is elimin- 
ated, and IC6 is unnecessary. 

To make the stripped-down version, 
substitute the circuitry of Fig. 8 for the 
bottom half of Fig. 2. It works as follows: 
As the dividers count up from 0, the diodes 
decode a count of 88 and generate a 1 ms 
long reset pulse. At the transition to 90, 
the count gate decodes a binary 9 on the 
most significant digit and goes high for 10 
ms. forming the gate interval. Thus, the 
SN7490s essentially perform the timing 
functions. 

An additional Nixie stage can be elimin- 
ated by deleting the most significant digit 
from the count chain. This also saves the 
trouble of figuring out the decoding cir- 
cuitry. Since any vfo will be accurate to 
the nearest 100 kHz, a second of mental 
work will compute the correct number. 

Construction 

Unless you want to make a PC board, 
the easiest way to build the unit is to use a 
•'universal" IC card. The ICs and the Nixies 
can be mounted on it, and no drilling is 
required. Since most of the wiring is 
repetitive, it can be accomplished quite 
rapidly. The counter board will take about 
4 hours, the timing board about 2. Looking 
at the photographs you may disbelieve me, 
but it goes very fast. 

One suggestion to speed things up is to 
use the wire that can be found in multi- 
conductor telephone cable. A four foot 
scrap of this stuff has 200 ft of hookup 
wire in it, and the wire has a soft plastic 
insulation which is very easy to strip. It 
melts at a low temperature, but since 
you're using a low power soldering iron, 
there should be no problem. 

The crystal oscillator is quite stable, but' 
it can obviously be unproved by installing 
the crystal in an oven. The TTL circuits 
used in this project are much better than 
RTL with regard to noise immunity. A 
significant amount of rf can be floating 
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Rear view of counting circuit. 

around before erratic operation occurs. 
However, it is recommended that the unit 
be carefully bypassed and shielded; first, 
because often there is a considerable a- 
mount of rf floating around, and, secondly, 
because the pulses in the digital circuitry 
are very fast and can radiate noise to the 
receiver. 

Mechanically, my unit was constructed 
on two boards which were then sand- 
wiched together. This saved about 10 sq in. 
There is no reason why the unit can't be 
built on one board. Final dimensions exclu- 
sive of case were 5 by 4-1/2 by 2-1/4 in. 
Something this size could probably be 
installed inside the cabinet of the rig. If 
you wish, the Nixies and their drivers can 
be placed on a separate board which should 
easily fit in the space taken by the typical 
dial drum or scale assembly. 

The unit requires 5V and some conven- 
ient high voltage. I described the B+ 
"supply" earlier. The 5V supply is worth a 
few words. Regulation is not critical, but if 
the supply has lots of hum or noise, filter it 
out before it gets to the oscillator. The 
oscillator only takes 5 mA or so and an RC 
filter should be sufficient. 

I used some nondescript power transis- 
tor for the scries regulator. Anything that 
can handle an amp and 5W of dissipation 
should be sufficient. 

The resistor shown bridging the transis- 
tor bypasses some of the current without, 
theoretically, greatly affecting the regula- 
tion. Measure the voltage across the trans- 



istor - there should be a large ac compo- 
nent. Pick a value for the resistor so that 
when the voltage is at an instantaneous 
minimum, the current through the resistor 
is about 100 mA. If all this is too much 
trouble, don't bother. Almost any transis- 
tor you choose can handle the power even 
without the resistor. 

Final Thoughts 

I have described a fairly simple and 
relatively cheap way of obtaining accurate 
frequency calibration. There are some in- 
herent limitations. The main limitation is 
that the counter doesn't actually measure 
the transmitter output frequency. Since 
the assorted conversion oscillators are in- 
evitably crystal-controlled, there is little 
cause to worry about significant errors. 
When you install the unit, it might be a 
good idea to set the vfo at 000.00 and 
zero-beat the transmitter output with your 
calibrator by adjusting the trimmer capaci- 
tors on the conversion crystals. 

If you can't build the counter described 
because your rig doesn't fit the criteria, 
there is still hope. For instance, if it is 
additive and subtractive, you might con- 
sider using the bidirectional counters that 
are now available. Direction of count can 

TABLE I. 

Connection Chart for all Binary Combinations 

CONNECT 

N= BINARY A B C D 



0 


0000 


2 s 


~r 


I 2 


2 s 


1 


1000 


2° 




2 s " 


~2? 


2 


0100 


T 


2 1 


2* 


1? 


3 


1100 


2° 


2 1 


~¥ 


2 s 


4 


0010 


2° 


r 


2 2 


1? 


5 


1010 


2° 


r 


2 2 


2 s " 


6 


0110 


~T 


2 1 


2 2 


2 s " 


7 


1110 


2° 


2 1 


2 2 


2 s 


8 


0001 


I s 




2^ 


2 3 


9 


1001 


2° 


T 


2 s 


2 3 
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10 KHi 

*3V *3V *3V 




Fig. 8. By substituting this circuit for the bottom Ref. Macleish, Kenneth, "A Frequency Counter 
half of Fig. 2, a cheaper but less accurate digital For the Amateur Station," QST, October 1970, 
counter results. PP-JS. 



be controlled by the band switch. These 
units are presently more expensive than the 
7490s. 

If your rig uses some odd vfo frequency, 
perhaps with a 455 kHz added or sub- 
tracted, you can try several things. One is 
to mix the vfo with a signal that will 
subtract the odd number. Another is to 
preset the counter with the reciprocal of 
the odd number and set to 9 all digits more 
significant than the odd number. I don't 
know how well these ideas will work, since 
it was not necessary to try them, but they 
seem to be theoretically sound. The refer- 
ence gives a design for a more elaborate 



counter that might solve your problem. 

If you feel as I do, that electronic 
equipment should have uses comprehen- 
sible to the layman, witness an additional 
characteristic of the digital dial. Take vfo 
knob firmly in hand and give it a spin. The 
last two digits of the display will be 
random numbers! Not wishing to become 
an accessory before the fact, I won't 
attempt to suggest what you might use 
those random numbers for, except perhaps 
compiling a random number table. But that 
shouldn't stop you from thinking . . . 

...WA2IKL" 
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The Mod 2 Digital ID Unit 



Tom Woore, KB6BFM 



The reliability of most electromechan- 
ical repeater identifiers leaves some- 
thing to be desired. In many cases an 
amateur repeater will operate as many as 
500 times a day. According to a recent 
FCC ruling, each repeater must be identi- 
fied at least every three minutes of 
operation. This means that the repeater 
may be identified just as many times as the 
repeater is operated. Most electromechani- 
cal devices such as relays, code-wheel 
devices, and tape decks cannot withstand 
the constant on/off operation of repeaters 
for any great length of time. Remember, 
those devices were for intermittent 
use - the code wheel for distress signals; 
the tape deck for listening pleasure, and so 
on. None of these devices were made to 
take the constant on/off use that is needed, 
let alone the environmental conditions. 

One only has to climb to the mountain- 
top site after the first snow of the season 
because of an identifier failure to realize 
there ought to be a better way! Why not 
make the identifier ^olid state and elimi- 
nate those moving parts that wear out? 
Belter still, why not use integrated circuits 
to accomplish the task? With a parts cost 
of less than S20, the Morse code digital 
identification unit (DIU) described herein 
does just that and it will outlast anything 
mechanical that you might otherwise put 
on lop of a mountain. 

The System 

The DIU is unique in that it uses a 
simplified computer address principle for 
selecting the information it is programmed 
to send. There are four basic units in the 
DIU: 

• Counter 

• Matrix (memory) 

• Signal logic 

• Oscillator 



The counter establishes which sequence is 
next. The matrix determines what instruc- 
tion is next by the sequence. The signal 
logic converts the instruction information 
into the actual signal to be sent. The tone 
oscillator sends the requested signal. The 
whole system is based on a closed loop and 
therefore no standard clock is employed in 
the logic. 

Logic Terms 

To understand how the DIU works we 
must first become familiar with some of 
the simple logic terms that the system is 
based on. 

High: Maximum output of logic unit (at 

least +1.5V) 
Low: Minimum output of logic unit (less 

than+0.5V) 
Inverter: Device used to produce opposite 

logic state of what is applied to it. 

Example: +2V into an inverter would 

produce a 0V output while a 0V input 

would produce a +2V output. 

Symbol: -[>>- 

Or gate: Device used to give a high output 
when any of its input lines are high. 
Example: 3 input lines; one at +2V, the 
other two at 0V produces a +2V output 
on the output line of the gate. 

Symbol: ^ ^ — 

And gale: Device used to give a high 
output when all input lines are high. 
Example: 3 input lines; +2V on all 3 
input lines of gate produces a +2V 
output on the output line of the gate. 



Symbol: ^ 



Nor gate: An inverted or gate: device used 
to give a low output when any of its 
input lines are high. Example: 3 input 
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lines, one at +2V, the other two at OV, 
produces a OV output on the output 
line of the gate. 



Symbol: 



o 



Nand gate: An inverted ami gate: device 
used to give a low output when all input 
lines are high. Example: 3 input lines. 
+2V on all 3 input lines of gate, 
produces a OV output on the output 
line of the gate. 



Symb 



oh d y~ 



For this article, nor gate logic was used 
to implement the nand functions; there- 
fore, the definition for our purpose of a 
nand gate is a device used to give a high 
output when all of its input lines are 
low. Example: 3 input lines, OV on all 
three input lines of a gate, produces 
+2V output on the output line of the 
gate. 



Symbol: < j ^ _ 



Nbte that the zero placed before or 
after the inverter, nor, and nand logic- 
gates defines the expected state of the 
input or the output for the function to 
occur. 

Flip-flop: A device used to store informa- 
tion a bit at a time. In the DIU 
application, a string of flip-flops is used 
as a counter. The purpose of the coun- 
ter being to sequentially address the 
required instructions for the DIU. 



Symbol: 



Unit: Smallest bit of information sent by 

the DIU (dih, dah, or blank). 

The DIU uses the MC700 series of 
Motorola integrated circuits due to their 
inexpensiveness and availability. 

System Operation 

A OV signal through the start network 
(see Fig. 1) from the transmitter keying 
circuit resets all the flip-flops in the coun- 



ter to the zero state. All Q' lines become- 
high and all Q lines become low. Approxi- 
mately 2V and OV are fed into the diode 
matrix, which decodes the counter number 
into an instruction for the oscillator keying 
logic. In the DIU there are four basic 
instructions: (1 ) send a dit, (2) send a dah, 

(3) send neither dit nor dah (blank), and 

(4) stop. 

If the diode matrix decodes the first 
sequence count (0) to be instruction num- 
ber I (send dit), the dit signal line from the 
matrix will be high. This will cause the dit 
inverter to have a low output and one-half 
of the "dit enable" gate will be enabled. 
Since the space line is also at "low" level at 
this time, a trigger pulse will be sent 
through capacitor C7 to the "dit" one- 
shot. (A one-shot is a monostablc device 
used to generate a predetermined pulse- 
width.) The dit time pulse determined by 
the one-shot is sent through the "dit or 
dah" gate and the "dit or dah/blank" gate 
to enable the "dit or dah send" gate. The 
nand gate keys the oscillator circuit to 
produce the dit signal. 

At the same time the dit is being sent by 
the one-shot to the oscillator, the "space" 
one-shot logic is being reset via the "dit, 
dah, or blank" gate, inverter, and "space 
enable" gate. 

Upon completion of the dit signal, the 
"dit, dah, or blank" gate becomes high, 
making the inverter output low. Since the 
stop instruction has not been called for by 
the matrix, the "space enable" gate pro- 
duces a high output. The high output in 
turn sends a pulse through capacitor C3 to 
trigger the "space" one-shot. (The space 
time period is used to separate the units of 
a letter. Example: D = dah-space-dit-space- 
dit. 

The space period is the same as the 
period for the dit. The space signal, besides 
allowing for the time to distinguish the 
units of a letter, advances the counter 
through an inverter to the next unit and 
resets the "dit" and "dah" one-shots by 
discharging capacitors C5 and C7. 

If the diode matrix decodes the next 
sequence to be instruction 2 (send dah), 
the dah signal line from the matrix will 
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become high and the dit signal line will 
become low. When the space line becomes 
low, the "dah/blank enable" gate will send 
a pulse through capacitor C5, triggering the 
"dah/blank" one-shot. The dah/blank pulse 
would then go through the "dit or dah/ 
blank" gate while the dah signal from the 
matrix would go through the "dit or dah" 
gate. These two gates would then enable 
the "dit or dah send" gate to trigger the 
oscillator for the dash period. The "space" 
one-shot is again triggered to advance the 
counter to the next unit. 

If the diode matrix decodes the next 
sequence to be instruction 3 (send a 
blank), neither the dah nor dit line will 
become high. The same will occur as above 
for the dah except that when the signal 
reaches the coincidence gates the "dit or 
dah" gate will not be enabled. Thus the 
oscillator will not be keyed. This generates 
the blank period which is put between 
letters. (Example: DE = dah-space-dit- 



space-dit-blank-dit-blank) Again the loop 
through the "space" one-shot is triggered 
and the counter is advanced to the next 
unit of information. 

The counter is advanced each time a 
unit of information is sent until it is 
advanced to the "stop" instruction. This 
instruction causes a blank to be automati- 
cally sent and stops the "space enable" 
gate from triggering the space one-shot. 
The DIU remains in the stop state until a 
reset pulse is sent to the counter from the 
transmitter keying circuit and the whole 
process starts over again. 

Of course the DIU works much faster 
than it can be described. Depending on the 
component values selected for C2, C6, and 
C8, the DIU can function at any reasonable 
speed. The particular values used in the 
prototype and listed for Fig. 1 (see Table I) 
causes the unit to identify at the rate of 42 
wpm (2 seconds for DE W6FNO). If a 
faster or slower rate is desired, capacitor 
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values should be changed accordingly. It 
should be noted, however, that C8 must be 
three times as large as C2 and C6 to give 
the proper character formation. This is a 
critical relationship and follows from the 
fact that a space and dit are identical in 
time length while a dah or blank is three 
times the length of a dit. 

Transistor Q2 is used to lock on the 
transmitter keying circuit while the digital 
identification unit is sending its identifica- 
tion code. If a timer is used in conjunction 
with the identifier, the transmitter will be 



Table I. Parts list for DID Logic Board 
and Diode Matrix 

□ IU Logic Parts 

R2 8 10 K !4W 

R9, RIO 3.3K 7.W 

R1. R1U33K V.W 
C1.C3, C5.C7. C9 .05 pfd disc 25V 

C10, C12 .008 fjfd disc 25V (1000 Hz) 

C2-.C1.C8* 10^tfd/15V 
C4, C6» 30 0d/15V 

•Most change in direct ratio 
Id -3 Motorola 791 P 

IC4.6.7 Motorola 724P 

IC5 Motorola 789P 

Q1-4 2M3415 or equivalent 

D1-3 1N34 or equivalent 

IC sockets wire-wrap type Vector R-714 

22 pin PC socket Vector R-644 



10-20 resistors 3.2K %W 

60-100 diodes ge or si (all same type) 

22-pin PC socket Vector R-6' 

0 1 2 3 4 5 6 7 8 9 10 11 12 13 
x-»»x»xx»-- x - • 

14 15 16 17 18 19 20 21 22 23 
• • • X • • — «x — 

24 25 26 27 28 29 
• X Stop 

Fig. 2. Unit breakdown diagram. 

keyed for the duration of the identification 
every time the DIU is reset. This allows a 
complete sending of the identification re- 
gardless of whether the transmitter remains 
keyed by an external circuit such as a COR 
(carrier-operated relay) or not. If this 
feature is not desired, Q2 should not be 
installed. 

Transistor Ql is used to key the oscilla- 
tor, while Q3 and Q4 - along with the 



feedback and bias networks - make up the 
oscillator. The oscillator was designed to be 
fed directly to the grid of the modulator in 
the transmitter. 

The Diode Matrix 

Up until now very little has been said 
about the diode matrix other than the fact 
that it determines what instruction to give 
the keying logic. The actual construction 
of the matrix can be considerably simpli- 
fied and consequently cheaper. Up to 70% 
of the diodes necessary for the diode 
matrix can be eliminated by using math- 
ematics. A much more sophisticated, eco- 
nomical, and space-saving layout can be 
achieved using Boolean algebra. Thanks to 
Mr. Karnaugh, it is not necessary to give a 
complete discussion on Boolean algebra. 




The 1C logic board is shown here from the 
component side. Note the use of IC receptacles, 
which simplifies test, checkout, and replacement. 

The Karnaugh map is a device for mechani- 
cally determining the mathematical equiva- 
lent of the diode matrix. For the purpose 
of this discussion the MCW message will be 
"DE W6FNO." Of course, any other 
message can be developed by this method 
and consequently this discussion may be 
used for developing any matrix logic. 

The first step in determining the diode 
matrix for the message is to break up the 
message into the units to b» sent: • = dit, 
- = dah, x = blank. This is shown in the 
breakdown diagram Fig. 2. 

It is seen that 30 units of message will 
be sent (0 is actually used for a blank). To 
convert units 0 to 29 into a diode matrix, 
the Karnaugh map is used (see Fig. 3). 

The numbers in the boxes correspond to 
the decimal equivalent to units on the 
output of the counter. The numbers across 
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the top and along the side of the chart 
correspond to the binary output of the 
nip-flops - 1 for true or 0 for false. The 
letters written diagonally in the top left 
corner refer to the six flip-flops. Example: 
Box 17 has flip-flop A tue, B false, G false, 
D false, E true, and F false. Written in 
Boolean form, 17 would be represented by 
AB'C'D'EF', where the apostrophe after 
the. letter indicates that the flip-flop is false 
and, conversely, a letter without an apos- 
trophe is true. 

To simplify the matrix, a Karnaugh map 
is constructed separately (Figs. 3 and 4) for 
the dits and dahs to be sent. From Fig. 2, 
units 2, 3, 5, 8, 13, 14, 15, 16, 18, 19, 21, 
and 24 represent the dits to be sent in the 
message. In the dit Karnaugh map (Fig. 4) 
a 1 is placed in each box corresponding to 
the number. An X (not the X which 
represents a blank) is placed in all boxes 
after the stop code number. These are 
"don't care" conditions because the coun- 
ter will not count to these codes. 

From the dit Karnaugh map (Fig. 5) it 
can be seen that the third unit of informa- 
tion is a dit and that flip-flop A is true. B is 
true, C is false, D is false, E is false, and F 
is false, or ABC'D'E'F'. To put this in 
matrix form, the Boolean algebra tells us 
that this dit would be represented by a 
diode connected to Q a lead (the true lead 
of flip-flop A), another to Q b , another to 
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Fig. 3. Karnaugh map of dahs to be generated in 
DE W6FNO. 
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Fig. 4. Karnaugh map of dits to be generated in 
DE W6FNO. 
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Fig. 5. Unit 3 information - dit. 
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Fig. 6. D1U matrix and counter 
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Q c ' (the false lead of flip-flop C), another 
lo Q d ', another to Q c '. Since there are only 
30 units of information, flip-flop F is not 
used. A line may be used over any of the 
symbols to indicate the same thing as an 
apostrophe. It would normally take six 
diodes (seven when the F flip-flop is used) 
to send this unit of information. See Fig. 6. 

Actually, it would take six diodes (seven 
when the F flip-flop is used) for each unit 
of information in the message or 29 x 6 = 
174 diodes. This includes the diodes 




Fig. 7. DIU regulated power supply. 



needed to or the dahs together and the dits 
together. This is where the Karnaugh map 
saves diodes. Again on the amp in Fig. 4 
any adjacent box or any box that changes 
just one variable from another box elimi- 
nated that variable. Boxes 8 and 24 
simplify to A'BT'D, eliminating the H 
flip-flop altogether. Boxes 3, 2, 19, and 18 
also simplify since they change one variable 
al a time or BCD'. Note that not only is 3 
represented by BCD' but also 2, 19, and 
18, resulting in a savings of 20 diodes - 4 
numbers x (5+lor) -(3+lor used) = 20. 14 
and 15 combine with "don't cares" 30 and 
31 to equal BCD. The final expression 
though not the only expression that will 
work) for the dits is BCD' + BCD + 
A'B'C'D + A'B'CE + AB'CE' + AB'CD'. 

Figure 3 was used to develop the dah 
equation which is AB'CE" + A'BC'D + 
BDE + ABCE + A'B'CD + A'B'CE. 28 
diodes were used to develop the dit matrix, 
29 were used for the dah matrix, and 5 
were used for the stop code, giving a total 
of 62 diodes for I he entire matrix. Quite a 
few less than 174! 

The final matrix appears in Fig. 6 for 
the message DE W6FNO. Note that any 
matrix of this magnitude can be deter- 
mined by the above method. To expand to 
64 units of information the mirror image 
of the first 32 units is used in the Karnaugh 



map. In Figs. 3 and 4 the "not used" 
portion would be used. The upper portion 
of Fig. 6 illustrates the wiring of the 
counter; note that it mates to the leads of 
the matrix. 

Construction of the DIU 

Since the publication of the first article 
on the DIU numerous people have sought 
printed circuit boards for the unit. In order 
to obtain the DIU logic, matrix, or power 
supply boards, write to Keith Whitehurst, 
Box 538, Clarcmont, Calif. 91711. 
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This photo of the call letter matrix board shows 
the layout of the diodes for W6FNO. The same 
board is used for other calls, though the diode 
placement will vary. 




Regulated power supply module provides +3.6V 
io digital, identifies logic and matrix boards. 

Table II. DIU Regulated Power Supply Parts List. 

T-\ Stancor P6465 117 to 6.3V. 600 mA. 

D-| 3.9V Zener 1N748 Motorola 

O 1 A 12V diodes or HEP Bridge 

C-) 1000 at 12V 

C2 200 /JF at 12V 

Ft, 10 fiat 6.3V 

5 Hat 3.2V 
R 2 220 P. at 6.3V input. 1 10 fl at 

3.2V input- 
Ql 2N4921 or HEP 245 
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Power Supply 

Figure 7 illustrates the schematicof the 
DIU power supply. Table II lists parts 
required. Any power supply, however, may 
be used if the power output is 3.6 V with 
less than 5% ripple (including voltage 
spikes). 
Installation 

The signals normally received and sent 
to and from the DIU should meet the 
following criteria: 

1 . From power supply - 3.6V dc, well 
filtered and regulated. 

2. From transmitter keying cir- 
cuit - OV, transmitter keyed; approxi- 
mately 6V transmitter unkeyed (filtered). 



3. To transmitter keying circuit - iden- 
tifier off: 10 MQ: identifier keyed: lOfi. 

4. To modulator circuit — high im- 
pedance DIU oscillator output. 

Note that all dc input lines to the DIU 
logic should be filtered. In some relay 
circuits the output of a bridge rectifier is 
used to directly key the transmitter relay. 
So the pulsating dc does not key the digital 
identification unit, a 60 /iF capacitor (or 
greater) should be placed across the relay 
supply. 

It is worthwhile to note that the original 
prolotype. after two and a half years, is 
still operational atop Johnstone Peak in 
San Dimas, California, sending out for all 
to hear - DF W6FNO. 
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An IC Pulser for the 
Amateur Experimenter 

Hank Olson, W6KXN 



In designing an amateur pulse generator, 
the first consideration has to be com- 
patibility with ICs. From the standpoint of 
convenience, economy, or versatility, it lias 
become unattractive to build anything digi- 
tal without IC logic. What this means to 
pulser design is that the pulser should be 
compatible with the types of digital ICs 
one finds himself using most. 

Although RTL is the most widely used 
IC logic family in amateur circles, it is 
extremely doubtful whether this situation 
will last. The two types of "current- 
sinking" logic (DTL and TTL) are far out 
in front of RTL in industry usage and 
gaining daily. The reasons for industry 
preference of DTL and TTL over RTL are 
several: better noise immunity, higher 



speed, larger fanout, and a larger selection 
of devices around which to design. 

This pulser was designed so that its 
output would be compatible with DTL or 
TTL and also with ECL. The implementa- 
tion of these two outputs is simplified by 
use of ICs that are designed for buffer and 
clock driver service. (The pulse generator 
section is shown in Fig. 1 , and the output 
section in Fig. 2.) 

The free-running multivibrator which 
determines the basic "rep" rate, the delay 
one-shot, and the pulse length one-shot use 
HEP versions of MECL ICs. The entire 
basic pulse-forming system is similar to 
that of my previous article {Pulse Genera- 
tor for the Amateur. 73, Nov 1967). A 
number of improvements have been made, 
however. 




OK PUISE ADJ 



'THUS- CJI - 



Fig. 1. Pulse generator portion of IC pulser. 
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Fig. 2. Output section of pulser. 



By using an etched circuit board, it is 
possible to reduce lead lengths and get 
shorter pulses. Longer pulses are also pro- 
vided by extending the range at the other 
end of the range switches. An additional 
transistor has been added to both the delay 
and the pulse length one-shot. These tran- 
sistors allow the one-shots to recover more 
quickly, providing more stable operation 
for pulse lengths approaching the period of 
the basic rep rate. 

Since one of the two outputs is to be 
KCL-compalible, the basic pulse-forming 
section is powered from -5.2V. This 
means that V,.,. (terminal 2 of the HHP 556 
and 558s) is connected to 5.2V. and V r . 
(terminal 31 is connected to ground. 

The Dll ML portion of the pulscr. of 
course, requires +5V, which ts also pro- 
vided. By carefully arranging the pin num- 
bers of the 14-pin socket, any one of three 
different families of logic may be used in 
the DTL TTL buffer position. The least 
expensive is the DTL buffer (MC832P). 
The SN7440N is a TTL buffer thai is 
compatible pin-t'or-pin. And it can also be 
used at a slightly higher cost. The 
MG302SP, member of a different TTL line 
(MTTL III), can also be plugged in. The 
cost of the MC3025P is a bit higher than 
the SN7440N: each step up in cost corre- 
sponds to an increase in speed. Fot two of 
the types of buffers mentioned above, 
there are numerous replacements made by 



different semiconductor manufacturers. 
These are listed in Table I; they are nffj 
different families, but rather second-source 
items. 



Table I. 
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Ty,,.- 


Manufacturer 


Equivalent 


SN7440N 


Tea at Inst 


DM 8040N 


National 




Semiconductor 


'■j N 7 4 4 0 N 




USN 7440A 


SpraguO 


SN7440N 


Texas Inn. 


N 7440A 


Signetici 


SN7440N 


Texas Inst. 


FJH 141 


Ampere* 


SN 7440N 


Texas Inst. 


MC7440P 


Motorola 


MC 832P 


Motorola 


DT /JL 93? 


Fairchild 


MC 832P 


Motorola 


SW932 2 


Stewart Warner 


MC 832P 


Motorola 


DTL 932 


Sperrv 


MC 832P 


Motor oln 


PD 9932 


Ph.lco 


MC H32P 


Motorolti 


SN15 832N 


Toxas Inst 


MC 832P 


Motoroln 


S 9323 


Svlvan.a 


MC 832P 


Motorola 


MIC 932 


ITT 


MC 832P 


Motoroln 


HSC 932 


Hughes 
7 RCA 


MC 832P 


Motorola 


CD230GE 83 
BM 932 


MC 832P 


Motorola 


Raytheon 



Interfacing between the EGL section 
and the DTI. TTL buffer is an MCI0I8P 
translator ](". This IC requires ground, 
+5V. and -5.2V for supply connections. A 
simplified circuit of the MC10I8P is shown 
in Fig. 3 as used in the pulser. Of course, 
such a circuit could be built of discrete 
components, but not as simply and inex- 
pensively as using the MC1018P. If the 
MCI0I8P is hard to find, the MC10I8L 
may be used. It is the same "chip"' in a 
centime case, and is being sold at a slighlly 
higher price than (he plastic unit. 

All the components are mounted on the 
side of the board away from the panel. 




Fig. 4. Power supply for new ECL pulser. 
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except the three HEP K's. The*: three k's 
were reverse-mounted to ease layout, al- 
lowing shorter trace lengths. 

The 7-7/8 x 7-7/8 in. panel is made to 
lit a Bud CD-I 480 cabinet which has 
enough panel space for all the controls and 
jacks. The power transformer is mounted 
(off the board) inside this cabinet. 

As to the DI L 11 L output capahilii) 
of the pulser. ii is dependent on the exact 
type of output stage. Each ot the I I I 
outputs will drive 24 1CL gales I has uii 
KCL fanoul of 241. But the lanout ol each 
of the two current-sinking logic out puts is 
as follows: MC832P 24 DTI. load units. 
SN7440N - 29 TTL (SN7400N series I 
load units, MC3025P 1 9 Mill III load 
units. The load units are not the same lor 
these three current-sinking families, so it is 
best to use the type of output [C for the 
sort of family you use most. It is quite all 
right to use any of the types of current- 
sinking logic K's with the pulser (no matter 
which IC is used in the output stage), but 
some reduction of fanout may be experi- 
enced with certain combinations. 



Performance 

The pulser will produce pulses (and 
delays) from about 50 ns to 30 ms. 
DELAY and PULSE switches each have six 
positions, and the variable control associ- 
ated with each continuously varies each 
over at least ten-to-one. Pulse repetition 
rale is adjustable from about 0.5 Hz to I 
Mil/ with a six-position switch and variable 
control. The labeling of the three panel 
switches was minimal, with 200 kHz to 2 
11/ (in that order, so that the period steps 
in the same direction as delay and pulse 
width) for the rep rate. These labeled 
frequencies correspond to frequencies 
within each switch position, not the center 
or either end point. The DELAY and 
PULSE switch positions were similarly- 
labeled from 0. 1 us to 10 ms for simplicity. 

The regulated +5V and -5.2V are pro- 
vided by a common power transformer and 
rectifier. Since the centertap of the trans- 
former is grounded, the circuit may be 
considered as two full-wave rectifiers (one 
positive and one negative) across the same 




Fig. 5. PC layout of IC pulser 
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Circuit board, parts side. 

transformer. Of course, the diode con- 
figuration comes out the same as a full- 
wave bridge: so an IC" bridge (HEP I75> h 
used. 

The positive regulator is an MCI460R. 
an inexpensive IC that provides excellent 
regulation with few external components. 
The negative regulator is an emitter fol- 
lower with a 5.6V zcner and a germanium 
PNP transistor. Since the base-to-emiltcr 
drop of germanium transistors is about 
0.3V, 5.6V minus. 0.3V gives us close to 
the -5.2V required for the ECL-ICs. 

The output section for the ECL com- 
patible pulses is provided by an MC1023P. 
Although this IC is billed as a clock driver. 



it makes the best output stage of any of 
the MECL II series. This is true because of 
its exceptional ability to drive capacitive 
loads. 

Both the MC1460R and the HEP 232 
(PNP power transistor) arc diamond-shaped 
and meant to be fastened to a hcatsink. 
They each have an aluminum bracket 
attached to them to fulfill this requirement 
for a dissipator. 

The entire circuit of the pulser is built 
on an etched circuit board. In fact, the 
wafer switches are assembled so that the 
board is clamped into the switch assembly. 
The shafts of the switches are cut to 7/8 in. 
to extend out the same length as the pot 
shafts. The entire board is then mounted to 
a panel using 1-1/8 in. spacers. Some care 
must be exercised not to allow the spacers 
to short any of the traces of the circuit 
board to ground. This can be insured by 
using fiber washers between board and 
spacers. The one spacer in the power 
supply corner is intended to connect the 
board ground to the panel, so no fiber 
washer should be used at that corner 

Construction 

I lie entire pulser is built on an etched 
circuit board, including the power supply, 
whose circuit appears in Fig. 4. Figure 5 is 
a half-scale copy of the board. 

Since the etched board method has been 
used, some specialization in components is 
necessary. The Cornell-Dubilier BR 1 000-1 5 




Fig. 3. Simplified ECL-TTL translator IC circuit. 



Circuit board, trace side. 
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Fig. 6. Component placement (etched side of board shown). 



filter capacitors arc physically smaller than 
most other brands of the same capacity 
and voltage rating, and so are best used. 
Similarly, the switches are Centralab PA-1 
and PA-300 combinations, and the two 
variable capacitors are Trush S-Tri ko 03 
types. The IC sockets were HEP 451 for 
the round-can types and Methode Ml 141 
for the dual-inline types. Figure 6 is the 
layout of all components on the board. 

Both circuit board and a kit of parts are 
available from Project Supply Co., Box 
555,Tempe AZ 85281. 
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IC/Photocell Compressor/AGC Unit 



John J. Schulti, W2EEY 



One problem witli many compressors or 
audio age units is that they eannot be 
conveniently built into an existing trans- 
mitter or receiver, since the amplifier and 
control sections of the unit cannot be 
readily separated. Consequently, such units 
are usually placed in separate enclosures 
and mounted in the microphone lead to a 
transmitter or in the loudspeaker or head- 
set audio output leads of a receiver. 

Most such conventional compressor/ 
audio age circuits use transistor stages for 
both amplification and control functions. 
It is difficult to separate the stages physi- 
cally unless additional coupling stages are 
added, so that the amplifying and control 
functions can each be located where each 
can function best and where power and 
space in a transmitter or receiver are most 
readily available (see Fig. I A). 

The IC/pholocell unit to be described 
overcomes most of these limitations. The 
amplifying and control functions can be 
separated as desired (Fig. IB) through the 
isolation medium of a photocell-lamp mo- 
dule. Although described as an audio com- 
pressor/age unit, the photocell-lamp mo- 
dule allows control to be achieved of an rf 
as well through its biasing network. 



Only the derivation of the control function 
is restricted to an audio frequency point in 
a receiver or transmitter, since the IC 
amplifier used operates at audio fre- 
quencies. In an rf amplifier, an rf actuated 
and rf control compressor could be 
achieved. Although it has not yet been 
tried, it would seem that this latter 
approach might produce a highly effective 
SSB rf level compressor without the need 
for two sideband filters as is required with 
SSB rf level dipping circuits. 

Besides separation of the amplifying and 
control stages, the use of a photocell-lamp 
module also overcomes the noise build-up 
problem associated with conventional au- 
dio compressors. With such compressors, 
noise build-up occurs at the output of the 
compressor during speech pauses because, 
without speech input, the gain of the 
compressor rises to a high value and ampli- 
fies the self-noise of the first stage in the 
compressor to a high value. Choosing a 
long time constant in the gain control stage 
of the compressor will act to suppress such 
noise build-up, but one is quickly limited 
as to how far this approach can be used. If 
the time constant is made too long, low 
level speech inputs to the compressor 
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Fig. 1, Amplifier stages of usual compressor are in series with transmitter or audio chain (A). 
Photocell compressor (B) works parallel to controlled stages and ihe photocell module provides 
both noise isolation from compressor amplifier and feedback isolation between controlled amplifier 
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following a higher intensity input will not 
be amplified sufficiently. Since the ampli- 
fier stages of the photocell compressor 
need not be in series with the audio chain 
in a receiver or transmitter, its noise output 
is not reflected in the controlled stages. 
Also, the thermal-photoelectric interface 
within the photocell-lamp module prevents 
the coupling of noise or spurious fre- 
quencies from the audio amplifier of the 
compressor. In fact, the audio amplifier 
portion of the photocell compressor can be 
rather simple and produce considerable 
distortion without affecting the units' per- 
formance. The only real requirement is 
that it produce a power output sufficient 
to drive the photocell module which is 
directly proportional to the audio level at 
the sampling point within a receiver or 
transmitter. 

The use of a photocell also provides 
feedback isolation between the sampling 
point and the controlled point in a receiver 
or transmitter. Since no direct electrical 
connection is involved between the two 
points (except for the minor capacitance 
between the lamp and photocell !n the 
module), one does not have to worry that 
the feedback loop has a time constant 
greater than the lowest frequency at which 
the gain of the controlled stages is greater 
than unity - a criterion for stability in an 
electrically coupled compressor feedback 
loop. 

Circuit Description 

Figure 2 shows the schematic diagram 
of the compressor/age unit. The integrated 
circuit used is an RCA CA3020 which can 
produce about 500 mW output. Various 
other audio amplifier integrated circuits 
can be used such as the GE PA234 and also 
various surplus operational amplifiers can 
be used. A module type audio amplifier or 
discrete stage transistor amplifier can also 
be used. The prime criterion is that the 
amplifier produce enough power output to 
properly drive the photocell - from 150 to 
250 mW. 

The external components used with the 
IC are chosen primarily to give sufficient 
power output rather than maximum undis- 
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Fig. 2. PhotocelJ compressor/age circuit sche- 
matic. Voltage rating of capacitor to terminal 10 
must be chosen to protect unit from voltage 
found at sampling point. DC operating voltage 
need not be supplied from an extremely well 
filtered source since audio quality of amplifier is 
not significant. 

torted power output, as would be the case 
if the IC were used for strictly audio 
reproduction. A 5 k£2 potentiometer be- 
tween stages in the IC acts as a compressor 
level control. No input potentiometer is 
used due to the fact that even if some 
slight overdrive of the input should occur, 
it would not be significant in this applica- 
tion. The output transformer secondary 
drives the lamp of the photocell module. 
The module may be placed any reasonable 
distance from the amplifier and connected 
to it by shielded audio cable. It is not 
necessary to rectify the output of the 
amplifier, since the thermal inertia of the 
lamp in the photocell module will "wash 
out" instantaneous level variations. The 
photocell module itself can be any one of a 
number of Clairex or General Electric units 
which sell lor S3-S4. The Clairex 
CLM3006 unit works well for a general 
variety of applications. Its lamp drive 
requirements are 6 volts at 40 mA maxi- 
mum, and the resistive element in it will 
vary from a value of over 100 kfi when the 
lamp is not excited to about 200fl when 
the lamp is fully driven. The photocell 
module itself also provides a sort of auto- 
matic delay action, since the change in 
resistance is not linear with lamp drive but 
generally is slower at low lamp drive levels. 
Thus, depending upon how the resistive 
element is placed in a circuit, compression 
action increases with higher signal levels. 
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Assembly of compressor/age units on Vector- 
board. Photocell unit is shown next to output 
transformer. Compressor level pot is at other end 
of Vectorboard, and IC unit is in middle with 
circuit components grouped around it. 

Cons(ruction 

The photograph shows how a typical 
photocell audio amplifier driver circuit can 
be assembled on a piece of Vectorboard. 
The photocell module would, of courte, be 
located remotely from the amplifier cir- 
cuil. A fin-type heat dissipation device 
should be used on the IC, depending upon 
the manufacturer's recommendation for 
the unit used. A PC board type trim 
potentiometer, located to the right of the 
IC, acts as the compression level control. 
Since the control does not have to be 
readjusted normally after initial setup, it 
can be left as a component on the Vector- 
board. If it is desired to have some means 
to continuously control the compression 
level as well as turn off the compression 
action, the potentiometer - brought out as 
a panel control - will perform both func- 
tions. The output transformer on the left is 
a conventional miniature transistor type 
with an 8-1 6f2 secondary. 

Placement 

The objective in placing the resistive 
element of the photocell module in a 
receiver or transmitter circuit is to make 
maximum use of its wide resistance change. 
At the same time, the resistive element 
cannot be used such that it must dissipate 
over i/10 watt. One possible placement for 
the resistive element is shown in Fig. 3A, 
where it is used as part of a voltage divider 



network in a fairly high impedance circuit. 
In some units the microphone input itself 
or the interstage coupling point after the 
first audio amplifier might be used. Theo- 
retically, the large resistance range change 
of the photocell resistive unit could pro- 
duce voltage output changes in a high 
impedance divider network of over 40 dB. 
Another possible placement of the resistive 
element which also prevents dc from flow- 
ing through it is shown in Fig. 3B. As the 
photocell module is driven harder, the 
resistive element increasingly shorts to 
ground the audio bypass capacitor. Such a 
capacitor would be placed between audio 
stages in a receiver or transmitter to shunt 
the audio signal to ground as compressor 
action takes place. There are various other 
placements possible for the resistive ele- 
ment, such as in the bias line to the stages 
it is desired to control or even as a shunt 
element across a low level audio transfor- 
mer. The placement that will achieve the 
best control can be quickly determined by 
experiment. 

AUO.O l£VEL 
CONTROL IN 
RECEIVER OR 
TRANSMITTER 




mi 

Pig. 3. Possibilities for using the resistive section 
of the photocell for control of the signal ampli- 
tude in an audio amplifier. Voltage divider 
method (A) and capacitance bypass method (B). 
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The sampling point for the compressor's 
audio amplifier input is usually taken at 
some interstage point towards the high 
level end of the audio chain in a unit. The 
sampling connection should have no effect 
upon the normal operation of the audio 
amplifier in a unit. If possible, the sampling 
point should be chosen such that the audio 
level control in a unit is located earlier in 
the audio chain. The controlled point can 
be either before or after the audio level 
control. 

Operation 

With the compressor control initially set 
for minimum gain, the audio level control 
in a unit is set for the highest desired audio 
level. The compressor control is then ad- 
vanced until the audio level decreases 
significantly. The audio level control is 
again advanced until the desired output 



level is achieved. Basically, the circuit 
should then be set, although one will have- 
to initially adjust back and forth between 
the audio level and compressor controls 
until the optimum compression range is 
obtained. 
Summary 

The photocell module is a very versatile 
unit for compressor and age control cir- 
cuits. Many more circuits are possible with 
it than the one illustrated here. For in- 
stance, if one wanted to use a varying dc 
voltage as the control source for the 
module this can be done by using a dc 
amplifier and direct output coupling in 
place of the audio IC amplifier shown. 
With some low power vacuum tube circuits 
it is also possible to place the lamp of the 
photocell module in series with a cathode 
resistor and achieve direct control without 
any amplifier at all. 
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AC Switching with Self-powered ICS 

Eugene L. Klein Jr., W2FBW 



A cure-all to ac switching problems? 
Not so! But RCA's little CA3059 
integrated circuit device goes a long way in 
eliminating many of the bugs we inherited 
with Tcsla's genius. Formerly known as a 
monolithic silicon zero-voltage switch, it is 
now more handily identified by RCA's 
"CA" number. It is no bigger than a 2W 
resistor, yet it contains its own power 
supply and all the other functions shown in 
Fig. I. When used with a half-dozen or so 
other common components, it does many- 
wondrous things. Several are described in 
this article. 

Basically, we would like to accomplish 
switching when there is no incoming volt- 



age; that is, when the power line voltage 
crosses zero. This happens twice each 
cycle, or 120 limes per second at 60 Hz. If 
we switch at this precise moment, no 
current is flowing through the switch; thus, 
radio-frequency interference is eliminated, 
as is contact wear. Incandescent devices, 
such as tube heaters and pilot lights, which 
have very low cold-resistance, are heated 
up "gradually" during a half-cycle if volt- 
age is applied at one of the "zero" crossing 
times. They are, therefore, not subjected to 
a destructive high-current surge as before. 
In the same manner, we reduce the high 
surge current ' and minimize the peak 
inverse voltage imposed on our rectifiers 




« NTC ■ NEGATIVE TEMPERATURE COEFFICIENT 



Fig. 1. Functional block diagram of CA30S9. Few external components are required in this basic 
circuit when used to trigger the gate of a triac. The sensor may be a temperature-sensitive thermistor, a 
photoelectric cell, or a simple off on switch. 
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when initially turning on a power supply. 
The zero-crossing detector in the CA3059 
synchronizes the output pulses of its cir- 
cuit with the time of zero-voltage in the ac 
cycle. Figure 2 shows this relationship. 

But to be useful in switching normal 
loads, an external power device is needed. 
Thyristors such as SCRs (half-wave) or 
triacs (full-wave) are ideal for this purpose. 
Hither one is readily triggered by the 100 ps 
pulses from the CA3059. The zero-voltage 
switch is designed primarily to trigger a 
thyristor that switches a resistive load. 

Because the output pulse supplied by 
the CA3059 is of short duration, the 
latching current of the thyristor becomes a 
significant factor in determining whether 
other types of loads can be switched. (The 
latching-current value determines whether 
the thyristor will remain in conduction 
after the trigger pulse is removed.) Pro- 
visions are included in the CA3059 to also 
accommodate inductive loads. 

For example, for load currents that are 
less than approximately 4A rms (or that 
are slightly inductive), it is possible to 
retard the output pulse with respect to 
the zero-voltage crossing by insertion of 
capacitor C x from terminal 5 to terminal 7 
as shown in Fig. I. The insertion of 
capacitor C x permits switching of loads 
that have a slight inductive component and 
that are greater power than approximately 
200W. For loads less than 200W, it is 
recommended that the user employ the 
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Fig. 2. Timing relationship between output putses 
and the ac line voltage. Notice that the gate 
pulses are present to trigger the triac at zero line 
voltage. 



RCA-40526 sensitive-gate triac with the 
CA3059 because of the low latching- 
current requirement of this triac. 

Figure 3 shows an application which is 
useful in switching noninductive loads. 
Lamps and electric heaters can be con- 
trolled in this circuit by a sirrtple switch, 
photoelectric cell, or temperature-sensing 
thermistor. 

Inductive loads up to 200W can be 
controlled by the configuration shown in 
Fig. 4. In this case, terminal 12 is con- 
nected to terminal 7, and the zero-crossing 
detector is inhibited. Whether a "high" or 
"low" voltage is produced at terminal 4 is 
then dependent only upon the state of the 
differential comparator within the CA3059 
integrated circuit, and not upon the zero 
crossing of the incoming line voltage. Of 
course, in this mode of operation, the 
CA3059 no longer operates as a zero- 
voltage switch. However, for many applica- 
tions that involve the switching of low- 
current inductive loads, the amount of RFI 
generated can frequently be tolerated. This 
curcuitry is particularly useful as a differ- 
ential comparator. Such comparators have 
found widespread use as limit detectors 
which compare two analog input signals 
and provide a go/no-go output, depending 
upon the relative magnitudes of these 
signals. In many industrial control applica- 
tions, a high-resolution, fast switching unit 
is not essential. The CA3059 is ideally 
suited for use in such applications. 

The chart below compares some of the 
operating characteristics of the CA3059, 
when used as a comparator, with a typical 
high-performance commercially available 
IC differential comparator. 

Typical IC 

PARAMETERS CA3059 Comparator 

1. Sensitivity 50 mV 2 mV 

2. Switching speed >20 fJLs 90 ns 

3. Output drive 4.SV at 3.2V at 
capability ^4 mA ^5 mA 

The CA3059 can be used as a simple 
solid-state switching device that permits ac 
currents to be turned on or off with a 
minimum of electrical transients and cir- 
cuit noise. 
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Fig. 3. Controller for resistive loads. The RCA 
2N5444 tr/ac can be used for load currents up to 
40A. The RCA 40668 triac will switch inter- 
mediate loads and the 40526 will handle lighter 
loads and those which are somewhat inductive. 

The circuit shown in Fig. 5 is connected 
so that after switch SI is closed, electronic 
logic waits until the power-line voltage 
reaches zero before power is applied to the 
load. Conversely, when the switch is 
opened, the load current continues until it 
reaches zero. 



Fig. 4. Differential comparator circuit. The load 
is switched on when the voltage difference 
between V s and V R becomes less than SO ptV. 
Note the jumper between terminals 7 and 12, 
which deactivates the anti-RFI feature. 

This circuit can thus switch a load at 
zero current regardless of whether it is 
resistive or inductive. The maximum load 
current that can be switched depends on 
the rating -of the second triac. If it is an 
RCA-2N5444, an rms current of 40A can 
be switched. 




6 1 i 1 1 

Fig. 5. Practical power switch. Heavy inductive loads can be handled by adding the 0.1 jXF capacitor 
and by cascading the two triacs (RCA 40526 and2N5444;. With the latter heavy-duty triac, Rl should 
be the highest suitable value less than 10 kfl 
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Fig. 6. Schematic diagram of CA3059 zero-voltage switch. This miniature device contains the 
equivalent of 10 transistors, 14 diodes, and 10 resistors. 



Figure 6 is a schematic diagram of the 
CA3059 zero-voltage switch. This should 
prove helpful to the more advanced exper- 
imenter who wishes to design his own 
circuits for specific applications. Some of 
these may include: 

• Relay control •Synchronous switching 

• Heater control of flashing lights 

• Valve control 'Power one shot control 
•Lamp control «On off motor switching 
•Photosensitivecontrol "Differential comparator 

By referring to the schematic and to the 
functional block diagram of Fig. I, we can 
identify the following circuits within the 
zero-voltage switch: 

1, Limiter, power supply - permits op- 
eration directly from an ac line. 

2. Differential on/off sensing amplifier 
- tests the condition of external 
sensors or command signals. Hyster- 
esis or proportional-control capability 
may easily be implemented in this 
section. 



3. Zero-crossing detector - synchro- 
nizes the output pulses of the circuit 
with the time of zero-voltage in the 
ac cycle to eliminate RFI when used 
with resistive loads. 

4. Triac gating circuit - provides 
high-current pulses to the gate of the 
power controlling thyristor. 

In addition, the CA3059 also provides 
a built-in protection circuit which may 
be connected to remove drive from 
the triac if the sensor opens or shorts. And 
thyristor firing may be inhibited through 
the action of an internal diode gate con- 
nected to terminal 1. In addition, high- 
power dc comparator operation is provided 
by overriding the action of the zero-cross- 
ing detector. 

Additional information is available in 
RCA specification sheet File 397 and 
companion application note ICAN-4158. 

. . .W2FBW ■ 
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2 Watt, 6 Meter Transmitter 
Using the Heterodyne VFO 



Bill Hoisington, K1CLL 



This article describes the breadboard 
design, tuneup, and results of an rf 
power stage on 6 meters using the S2.95 
Motorola 3-watt HEP-75 transistor (similar 
to the famous 2N3866). This rf stage is 
designed to work from an input power of 
120 mW such as furnished by the 6 meter 
cry»tal-heterodyne-vfo circuit described in 
a previous issue of 73 Magazine. Two types 
of inputs are detailed, one using a single 
capacitor, and the other a matching net- 
work for use with any length of cable. At a 
dc input power of 2W using a 12V battery, 
a good clean watt of rf output power is 
obtained. 



Circuit and Design Theory 

Figure 1 shows the schematic, using the 
input matching network. The design of a 
VHF input circuit can take various forms, 
depending on whom you read, what you 
read, and the proposed use of the rig. In 
this case, we want sure-fire operation, an 
easy-to-build circuit, freedom from self- 
oscillation, smooth tuning, 12V operation, 
and "carrying" type portability for hill- 
topping emergency use, and mobile work, 
as well for use at home. 

The circuit in Fig. 2 uses a capacitor 
from Jl to the base. It works, and should 
be sufficient in the case of an excess of 
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input power (not too likely), and where 
you don't mind adjusting cable length. 
However, if you're building up from onlv 
120 mW of vfo output, you may want 
maximum power transfer along with the 
ability to match various cable lengths, and 
direct inputs (as in the case of packaging 
the entire rig in a box). 

The circuit of Fig. 2 is reliable and good 
for a "quickie" any time. But it does not 
always furnish maximum drive or best 
input match unless the cable length and 
output tap on the vfo output inductor are 
adjusted. These latter are of course indica- 
tions of mismatch, but for short lengths of 
cable there is little loss, so you can operate 
that way if needed. 
DC Base Lockup 

This nasty little trouble has not been 
mentioned in the rather large amount of 
literature persued here through recent 
years. I can just hear some know-it-all lads 
saying, "Ho, Ho, he's just discovered the 
Poniatovvsky effect." Well, maybe so, but 
whatever its name is, it arrived here and I 
don't like it! Here's what happens: With an 
rf choke from the base to ground and no 
resistor, and an rf input driving the collec- 
tor to about 200 mA, cutting off the rf 
excitation does not cut off the collector 
current. There is no rf involved and it 
seems to be a dc type of hangup. Just for 
fun I'll wait until someone tells me its 
name. In the meantime, back on the 
breadboard, the cure was easy. Just include 
a little resistance in the base circuit. That's 
why the 20S2 job is there. 




Fig. 2. Simplified input circuit, 2 watt, 6 meters. 
(Temporary) 



Input Matching and Base Circuit 

After trying out various combinations 
of circuits as shown by RCA, Motorola; 
Fairchild, and others, the circuit of Fig. 1 
was judged best. Inductor LI can also be 
an air-wound coil 5/8 of an inch O.D., 8 
turns per inch, with 5Vt turns (not too 
critical). 

Just a word of caution here about 
overloading receiver inputs while testing 
transmitters. While checking with the lab 
receiver, with its antenna only 10 in. away 
from the 1 W rf output of the amplifier, the 
receiver was completely blocked out and 
detuned by the rf. The addition of only 1 
in. of wire as a test antenna brought things 
back to normal. A very peculiar effect; 
expect almost anything when you start to 
run power. In solid-state VHF, "power" 
refers to anything over I W. 

Emitter Circuit 

No trouble here. Two capacitors were 
used for bypassing, which are not really 
100% in parallel. That is, with the ground 
leads of the capacitors going to slightly 
different ground points and the two leads 
cutting down the lead inductance by a 
large factor, the emitter is pretty well tied 
down to the ground plane rf-wise. A 25H 
pot controls power output from about 
0.25 to LOW with 120 mW of rf input 
power and 2W of dc power. 

Due to the base resistor requirements, 
no limiting resistor was needed in series 
with the 25S2 emitter pot which operates 
nicely as an rf power control (although 2W 
dc input does not particularly strain the 
HEP-75). A 100 /jF capacitor was later 
shunted from the emitter to ground for 
better modulation properties. 

Collector Circuit 

Several requirements must be met here, 
some of them not usually compatible, but 
things worked out quite well as you will 
see in the results section. A good high-Q 
inductor is desirable for maximum selec- 
tivity when loaded by the antenna, and at 
the same time good heatsinking is needed. 
Fortunately, there is a design that will 
accomplish both of these requirements at 
the same time. The secret; Plenty of 
copper. Thus the edgewise-wound copper- 
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broadcasts reach you through a minimum 
of ten or a dozen transformers, so why 
worry about one more? 

So, for a modulation transformer, not 
having found the ideal as yet, we use 
another, back to back with the 4-TR 
winding of 8ft, The nearest to 75ft 1 
could find was the Lafayette AR-501, 
which has an 8ft winding on one side and a 
125ft winding on the other (centertapped). 
It worked out fine on the air, in the circuit 
shown in Fig. 4. As the power goes up on 
this type of rig, with one or more HEP-75s, 
possibly to 10W or so, the modulation 
impedance will drop below the 48ft region. 
In this area there is the 10W "universal" 
transformer with taps at 4, 8, and 16 on 
one side and 8, 12, 16, 24, and 48 on the 
other side, at only S3.95. A major benefit 
of low-impedance solid-state devices now 
becomes evident, as you don't have to pay 
for much copper. 

In my transmitter, only the final is 
being modulated. Tests were carried out 
using only a 6V battery on the modulator 
because the only 9V batteries I had on 
hand were those little jobs for Jap radios 
-and they will not furnish 500 mA! 
Excellent modulation reports were 
obtained on the air, however. 

A good idea for checking your own 
modulation on a dummy load before you 



put it on the air is to use an Amperex 
TAA-300 integrated circuit, as shown in 
Fig. 5. This little gem is actually a minia- 
ture hi-fi set all by itself, and it really tells 
you what your own rig - with your own 
voice modulating it - sounds like to others 
on the band. To do this you need also a set 
of earphones, with good padding to keep 
your voice from reaching your ears through 
the air. The Lafayette Model 8X stereo 
headphones ($7.95) are excellent for this, 
with 8ft impedance per phone. Just con- 
nect the two phones in parallel in a 
three-circuit jack. 

Connect a tuned diode receiver in front 
of the TAA-300 to pick up th»rf from the 
transmitter, and use the Amperex external 
circuit as shown in Fig. 5. 

The TAA-300 is an excellent example of 
a modern audio-type IC using eleven tran- 
sistors and five diodes, with a frequency 
response of 20 Hz to 25 kHz. Naturally, 
you don't need all that range for voice 
communications work so the following 
modifications were used to cut down the 
highs and reduce the lows. Replace CI, 0.6 
jiF, with a 0.01, and install a 0.005 across 
the input jack. Regular treble and bass tone 
controls can be made up but they should 
be put in a minibox to minimize hum 
because there is a lot of gain at 60 Hz in 
the little tin can. I also put a pot in place 
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Fig. 5. Modulation monitor, 2 watt, 6 meter transmitter. 
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of the 48f2 feedback shunt resistor, 
because making the negative feedback 
control variable has very interesting possi- 
bilities, as you wiJl see when you operate 
it. The TAA-300 also makes an ideal 
amplifier for any amateur receiver using 
transistors. 

On The Air 

Not waiting to hook up an rf power 
monitor, 1 connected the 50fl cable from 
my 4-element beam through a ceramic 
rotary switch for use as in Fig. 6, to change 
over the antenna and turn the receiver and 
transmitter on and off, and tuned for the 
same dip in the collector current that had 
shown maximum power into a PR-12 3W 
pilot lamp. This did the job. In October 
1969, I tuned the vfo to a good loud signal 
on the band and he came right back to me. 
This was W1ZLG, a Massachusetts station 



55 miles away. His report: "Modulation 
very very good." 

. . . K ICLl ■ 




Fig. 6. Send-receive switch, 6 meter, 2 wall trans- 
mitter. 
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Build Your Own 2m FM 

Bill Hoisington, K1CLL 



All you have to do is look once at the 
price of commercial walkie-talkies to 
see how the effort of building your own 
can be justified. But there's a satisfaction 
that comes with operating something 
you've put together yourself, which goes 
well beyond the knowledge that you've 
beaten the manufacturers at their own 
game. I won't be foolish enough to tell you 
that building up a portable FM transceiver 
is a snap, because it frankly isn't quite that 
simple. But it really isn't particularly diffi- 
cult either; and the time you spend will be 
amply rewarded by a good solid working 
knowledge of what's in those little radios 
you hold in your hand. Besides, it can be 
great fun! 

The construction process is described 
here in its entirety - first, the receiver, 
then the transmitter. But since the project 
is to be a miniaturization job as well as 
simple construction, there are certain speci- 
fics involving components that must also 
be considered. In the main, these are dealt 
with individually. 

Miniature Components 

Capacitors. Bypass units can be the' 
Lafayette thin units (see page 294 of 1970 
catalog), where a 0.01 pF job can be found 
which is only 5/16 in. square by 5/64 in. 
thick. And the 1000 pF ones are only 
1 1/64 in. square. For the lower values used 
in coupling and for fixed tuning capacitors, 
I like the Elmenco dipped silver-mica jobs. 

Resistors. Resistors can be the Ohmite V» 
watters, but for the sake of miniaturiza- 
tion, you'll be better off if you get a 
selection of Allen Bradley 1/8 or 1/10 watt 
midgets. They're really small! 

Crystals.The crystals should be the small 
plug-in kind, about 400 by 175 mils 



because repeater input channel frequencies 
do vary across the country. The most 
prevalent in the U.S. is 146.34, with 
146.46 being Canada's prime choice. An 
absolute must for repeater use is the 
"Radio Amateur's FM Repeater Hand- 
book," by Ken W. Sessions, Jr., which can 
be obtained (where else?) at 73. 

Coils. The 8 and 24 MHz coils are the 9050 
units from J. W. Miller, and are very handy 
for modifying to suit transistor input im- 
pedances, as well as having good, stable, 
mechanical tuning of the cores. 

There isn't much else on the strip that I 
can see except thin copper-clad, 1/16 in. 
linen-base Bakelite or fiber glass strips, four 
Motorola HEP 55s, and two Motorola HEP 
75s(2N2866). 

Various colors of subminiature wire will 
help also. 

Special Tools 

Don't worry about particular tools; 
they're not too special, as you will see, but 
you should prepare a little, in order to do a 
real good job. You must have the usual set 
of good small tools and it helps to thin 
down by grinding the already thin needle- 
nose pliers to get into those really narrow 
places you will find in back of the mount- 
ing strip. Use the same treatment on some 
small side-cutters also, because you will be 
cutting off a lot of small wires in even 
smaller places. 

A collection of small low-cost screw- 
drivers will be handy, too - file them sharp 
and very small for special places. Sharp- 
pointed tweezers are handy as well. 

For drills I go down to size 65 (35 mils) 
in a Black and Decker V* in. drill with the 
drill stand for under S10. Depending on 
how lucky you are, your drill chuck may 
not take those little drills. Some of them 
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don't. Then you have to lay out another $3 
or $4 for a jeweler's chuck, which will take 
a No. 80 drill (13% mils). 

You do not have to drill the compo- 
nent-lead holes exactly to size but the 
closer you do the more rigid the parts will 
be when mounted. 

Various fiber TV tuning tools are useful 
for the trimmer capacitors, and several 
lengths of Y» in. Lucite and Bakelite rods 
make good insulated screwdrivers also. 

A slightly unusual aid I employ a lot is a 
"coffee stick" with an arrowhead-shaped 
lump of coil wax stuck on the end. When 
you're winding small coils with small wire 
it is very handy to put a drop of wax on 
the coil and let it sink in and cool. You can 
do this with the tip of your small iron, and 
it sure helps hold all that tiny wire in place. 
All the filter chokes shown use this meth- 
od. Good for a lot of receiver coils to come 
later, too, and for holding the extra turns 
wound on the Miller coils for base impe- 
dance matching. 

Be sure to have plenty of subminiature 
clip leads with flexible wire of various 
lengths from 1 in. up to 1 ft. 

Have a good selection of Arco midget 
trimmers on hand also, such as the 400 
scries, which arc just M in. long. 

No. 48 or 49 bulbs are good for 
checking rf as you go along the multiplier 
chain from stage to stage. You should 
always be able to light one of these, which 
glow red (dull) at 20 mW. Use a matching 
scries trimmer, as little as 5 pF for 147 
MHz and less than 1 pF on 450. 

Have a roll of plain masking tape to 
hold down strips and things while working 
on them. A small drill vise or the "third 
hand" bench vise helps, too. 
Dos and Don'ts. These hints apply espec- 
ially to a multiplier chain including a 
straight-through amplifier used as a phase 
modulator, which is the circuit being 
described in this article. It has an 8 MHz 
crystal oscillator and ends up on 147 MHz, 
so you must be sure of the frequency of 
each stage as it operates. Do not. rely on 
your receiver or on grid-dipping the induc- 
tors first. 




Fig. I. Typical absorption wavemeter. 



These simple and inexpensive test acces- 
sories will help you in this work, as I found 
out - even after 50 years of radio en- 
deavor. 1 tried rushing this multiplier along 
without using my homebrew set of absorp- 
tion wavemeters (see Fig. 1 ) at every stage 
and trouble showed up right away. 

Getting right down to the point, here is 
a list of handy items to have on the bench 




Fig. 2. Tuned diode detector. 



while you're building crystal oscillators, 
phase modulators, multipliers, and ampli- 
fiers. Using the absorption wavemeter, any 
circuit under test can be checked for the 
real and exact frequency at which it is 
resonating or oscillating, by lighting a bulb 
on rf or using a diode detector with a 
meter. When the absorption meter reson- 
ates with the rf in the collector circuit 
which is lighting the bulb or actuating the 
meter, a dip in the light or on the meter 
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will show. This indicates the real frequency 
of the main body of the rf present. Some 
transistor collector circuits not tapped 
down on coils are especially notorious for 
this, and may exhibit two frequencies at 
the same time. For example, there may be 
energy at 72 and 96 MHz present. This is 
an indication of mistuning, or overloading, 
or both. Tap the collector down on the 
coil, don't load it so heavily to the next 
stage, check it carefully with the diode 
meter, and don't worry about a small 
remnant of off-frequency energy. After all, 
a multiplier is bound to have some of this 
present. Just get the main amount on 
frequency and be happy. And be sure the 
next stage also peaks on its desired fre- 
quency. 

A grid-dipper in the diode position can 
also be used for this work. A one-turn link 
around the low end of the grid-dipper coil 
and a cable will get you into small places in 
a rig where you cannot insert the whole 
dipper. 

The diode detector. Figure 2 shows the 
schematic of one of these useful pieces of 
equipment which allow you to listen to 
your transmitter multiplier stage as you 
build it. and check the actual frequency at 
the same time. I have a collection of them 
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Fig. 3. Handy af assembly, lop view 

here covering from 125 KHz to 10 GHz. 
With a good variable capacitor you can 
generally run over three to one in frequen- 
cy range - up to the UHF region at least. 
From there on up things get a little more 
difficult. 

These "receivers." because that's what 
they really are, although of low sensitivity , 
are especially helpful in transferring known 



frequencies on a signal generator to a 
homemade set of wavemeters. 

The meter. This should be as sensitive as 
possible. Lafayette has good ones down to 
50 p. A. Use a tap switch to put resistors in 
series to bring the voltage range up to 10V 
or so for use with an active portion of the 
rig such as the 1 W final circuit. 

The AF Amplifier. This item should not be 
neglected as it is at times a great aid to 
getting a trouble-free, noiseless carrier, 
which you can then modulate and be 
proud of. The valuable RCA handbook, 
"Transistors, Thyristors, and Diode Man- 
ual," has a lot to say about "discontinuous 
jumps in amplitude or frequency as various 
levels of drive are encountered." These 
little termites can be seen on the meter or 
heard on the af amplifier or can show up 
on both. Figure 3 shows a mounted version 
of the af amplifier used here for this 
purpose. It is a worthwhile and handy little 
piece of equipment to have in a lot of 
situations, in both receiver tests and trans- 
mitter tuneup. Just plug it into J3 of the 
diode detector in Fig. 2 and hear those 
unwanted clicks, whistles, rushing noises, 
squeals, etc., coming from what you may 
have wishfully thought was good clean rf in 
your multiplier drive! 

Important notice! Overdrive is especial- 
ly to be avoided in multiplier chains with 
transistors. Superregeneration is one of the 
indications. Believe me, it can be a very 
nasty bug! 

Diode detector cable probes. Have a col- 
lection of these on hand as in Fig. 4. You 
can use them also to feed rf into a pilot 
light, connect up to your lab receiver, etc. 
Handy meter jacks. Figure 5 shows an 
elementary but flexible and useful meter- 
ing method for checking total or only one 
stage current. 

FOUNDATION RECEIVER 

The basic design shown here is for a 
low-cost single-conversion utility receiver 
for 2 meter FM; particular attention is 
given to easy-to-build i-f and discriminator 
modules for the 10.7 MHz section. The rf 
is tunable from 144 to 148 MHz, with a 
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switch for AM use. This is a complete 
portable receiver, not tied down to a large 
ac com nui nicat ions receiver. 

Discriminator action, with sample, is 
shown for easy understanding and home- 
brewing. Double conversion with crystal 
control can be added later. 

The schematic of Fig. 6 shows how easy 
it can be. Remember, this is just a basic 
receiver which, without double-conversion, 
is a relatively broadband, easy-to-tune job, 
but it sure pulls in those interesting re- 
peaters! 





Fig. 4. Coupling methods. 

Front End 

Simplicity is the word in this module. 
You can check different transistors for low 
noise, coils for rf, or add a low-noise stage; 
and the tunable oscillator is easy to change 
to a crystal oscillator for repeater opera- 
tion. All three stages are tunable from 144 
to 148 for coil, sensitivity, and selectivity 
experimentation, and to allow you to 
check the AM section of the band as well 
as repeater work in your neighborhood. 

The oscillator tuning dial also relaxes 
preliminary oscillator crystal frequency re- 
quirements by allowing you to find out 
what crystals you will want later, and order 
them without rushing the deal. The link 
coupling at low impedance permits easy 
switching from tuned to crystal control, if 
you wish to retain the tunable feature. 

The rf and mixer stages arc tuned by 
small variable capacitors mounted on the 



baseboard with small brackets made from 
copper-clad. Small pointer knobs allow 
peaking of these circuits. The rf stage has a 
trimmer capacitor feeding the base which is 
quite useful, resulting in a welcome balance 
between gain and self-oscillation. The mixer 
also has a trimmer for its base input, which 
permits a selectivity adjustment for this 
circuit. 

The tunable oscillator was mounted on 
the Miller slide-rule dial for mechanical 
stability as shown in Fig. 7, and works 
quite well — with the broadband i-f of 
course. As I write, the repeater band just 
below 147 MHz is giving out with various 
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Fig. 5. Handy metering jacks and plugs. 

repeater-relayed calls, "WIAHE, anybody 
around?", K1SHE through W1ABI," 
"W1JLE through WA1KFY," "K6MVH 
through W1ALE," and various other calls, 
through such other repeaters as WA1KFZ, 
K1ZJH, K1MNS, etc. 

The two-meter band can be spread out 
from 10 to 90 on the dial by trimming L7, 
increasing C5, and using a smaller C6. 

Oscillator coupling can easily be ad- 
justed for maximum conversion efficiency 
via L4 and L7, and the cable between them 
is a good place for the crystal-tunable 
switch mentioned above. To start up, 
adjust L7, C5, and C6 for the range 133 to 
137.5 MHz as a local oscillator for the i-f 
of 10.7 MHz to be used later. 1 tuned up 
the whole front end using the diode detec- 
tor of Fig. 2 tuned to 10.7 for the i-f 
section. When there is lots of 10.7 MHz 
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energy out on L6, such as to deliver 5V dc 
out of the diode, you've got a good front 
end! 



10.7 MHz I F Stage 

The reliable and sure-fire Motorola HEP 
590 IC was used here - 25 dB gain, no 
self-oscillation, what else would you use? 
Figure 8 shows the circuit, using Miller 
half-inch shielded coils both on the input 
and output. Note that the 590 is simply 
turned leads-up and soldered onto a few 
resistor supports, with a shield, as in Fig. 9. 
A gain control is used, which may or may 
not be kept in later as you wish. With the 
limiters that can be added, the gain control 
is not needed. 

A B+ filter is included in each module, 
and a 100n resistor with a 10 /iF capacitor 
may be needed also to cut out motor- 
boating when more stages are added later, 
if you go to double conversion. Be sure not 
to return L3 to ground dc-wise, as the 
needed bias is supplied internally through 
pin 4. Pin 9 is the main B+, along with the 
cold end of L3. Gain control can be 
obtained through a pot in the pin 5 lead, 
where maximum gain is reached with pin 5 
at ground potential. 

For new readers, the internal and exter- 
nal circuit of the Motorola IC 590 is shown 
in Fig. 10. This IC, which is very useful for 
frequencies up to at least 6 meters, has 
extremely interesting features, among 
which can be noted the absence of internal 
feedback (even at 50 MHz), the high gain, 
and the excellence of the gain control at 
pin 5, cither manual or automatic. For this 
receiver, mainly intended for experimental 
FM use, no avc is used. Later, if you add 
double conversion, the limiter section mod- 
ule will eliminate the need for avc. 

Trimmers are shown for CI and C2, but 
fixed capacitors of the proper value may be 
used to allow tuning of the i-f coils at 10.7 
MHz by the variable tuning slug cores in L2 
and L3. Note that these Miller half-inch 
gems have very good electromagnetic as 
well as electrostatic shielding, due to the 
cup-core type of construction, and are 
available lor use from 30 MHz down to 
135 kHz., They can also be easily opened 





for the addition of primary or secondary 
low-impedance windings. 

Discriminator 

\fler many days on the bench with 
discriminator circuits I at last hit on one 
that works like a charm for any frequency 
tried so far here at least from 10.7 MHz 
down to about 135 kHz, and at the same 
time is easy for the homebrewer to build 
because of the link coupling. Figure 11 




Fig. 7. Dial-mounted local oscillator 
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shows the circuit where LI is a simple 
tuned coil in the collector circuit, with no 
coupling requirements other than a one- or 
two-turn link. When the primary of a 
discriminator transformer has to be cou- 
pled just right to the centertapped secon- 
dary it is not a job for the usual experimen- 
ter at his bench. With the link you can't go 
wrong. At least I haven't so far. Just tune 
LI to 10.7 MHz, put a turn or two around 
it and another turn on L4 and away you 




Fig. 8. 10.7 MHz i-f, bottom view of 1C. 

go. Figure 12 shows the discriminator dc 
OUtptlt curve, which handles about 25 kHz 
for 2-0-2V. 




U -J 

Fig. 9. M shielding as seen from top side of board 
(bottom view of IC). 

I got the idea of using 10.7 MHz as an 
i-f (other than the fact that it is used for 
many years as the i-f for the FM broadcast 
sets) from some of the little S20 Nagasaki 
Hardware Co. sets used to pull in the police 
bands. It is also used a great deal in the 
two-way mobile sets, no doubt "because it 
was there" to begin with. It also can be 
used later as the first i-f, for narrowband 
work, by adding a 10.7 MHz converter to 
455 kHz, and a 455 kHz i-f and discrimin- 
ator. So, away we went, and I'm having a 
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great time listening to those repeaters. 
However, please bear in miml lliat the i-f 
selectivity at 10.7 MHz is not sufficient lor 
continued use on 2 meters, except to tune 
up the front end and to get acquainted with 
what's going on in your neighborhood, 
even though it is fun! It will also start you 
off on discriminator work, winch I find has 
some very fascinating aspects, such as the 
extreme selectivity of the output curve for 




Fig. 10. Internal circuit of Motorola's HEP 590 
JC. 

one tuned circuit. More later on this if time 
allows. 

Audio Amplification. Just for new read- 
ers we'll give a quickie on the Amperex 
TAA-300 IW "baby-hi-fi" IC which I now 
use for almost every audio purpose in 
receivers, and modulators up to a watt. 
There are about 1 1 transistors in that one 
little can, and it is flat to 1 dB from 25 Hz 
to 25 kHz! Get a halfway decent 8fi 
speaker to go with it. because it's worth it. 
Figure 13 shows how to connect it up. 



FM TRANSMITTER STRIP 

The transmitter section measures 1 in. 
wide by 8 in. long, and it puts out over a 
watt on 146-147 MHz, with low-cost 
components. This miniaturized transmitter 
is my logical step toward design and 
ultimate construction of a "shirt pocket" 
portable transceiver. The parts for that one 
jump up a little in cost, because it takes a 
lot more tools to make subminiatures, such 
as stereo microscopes, special materials and 
skills, jewelers tools, and so on. 

Shape Factor, and Assembly Method. 

These are important features, as you 
will see. allowing the homebrewer to build 
a complete FM rig in a minibox and still 
have room enough left over to change 
components for repairs or design improve- 
ments if needed. You can also substitute 
slightly different components if you have 
to. 

Figure 14 shows the method, using a 
copper-clad baseboard on which is mount- 
ed a drilled ':-in.-high strip of insulating 
material holding all the components. By- 
pass capacitor leads to ground arc no 
longer than V> in., shielded coils are used, 
and all tuning is done from one side. 

The photos show the happy results of 
placing the parts to best advantage on such 
an assembly. Notice that the components 
are also all on one side, and their leads and 
connections are on the other side. On the 
wiring side, every connection is spread out 
in front of you, with room between each 
one for good soldering: no resistor supports 
or other metal tie points are needed. 



Fig. 11. Discriminator circuit 
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Fig. 12. Discriminator dc output curve. 

The B+ lead is red subminiature wire 
and goes from filler lo filler along the 
strip. The rf lead is green and goes from the 
coil output lap of each stage lo the next 
base coupling capacitor; the rest of the 
connections practically fall in place for 
soldering together. As you can see, there is 
still room left over! 

The detailed planning of the holes to be 
drilled becomes a large portion of the 
work. Figure IS, component side and top 
views, shows how to start this off. The 
next step is to make a life-size drilling 
template using the components you have 
or intend to use. I mention this because 
most of these are nol critical and you may 
substitute without trouble providing you 
keep thinking "little." Even here, you can 
go bigger with the components if you want 
to, but your overall package size may 
expand. You can also go smaller if you 
plan carefully and cram everything to- 
gether a little tighter. The reason for this 
will be evident if you study the circuit, 
where you will see that no critical wires 



cross over each other, and that the power 
amplifier is well away from the oscillator. 

Ultimate size is actually up to you, and 
you can judge for yourself after laying out 
the parts on hand. If you send for a 
selection of Lafayette Radio very thin and 
small capacitors, you will have an easier 
task to get it down in size. 

Figure 16 shows two methods of prelim- 
inary fastening of the vertical strip to the 
copper-clad baseboard. This will start off 
the assembly, and after the wiring you 
could hardly tear them apart with your 
fingers. 1 counted no less than 25 ground 
connections to the copper on my own 10 
in. strip. 

You can also make strip modules of any 
length you want such as modulator af, 
receiver sections, etc., as shown in the 
receiver plans. This makes the task of 
repairs or improvement changes easier later 
on. These shorter strips can be fastened 
end on to each other and fastened down to 
the baseboard as shown. 

Miniature Filters. 

Do not try to make up frequency 
multipliers without rf filters in the dc line 
lr each stage, unless you care to experi- 
ment with rf phasing in battery leads and 
that isn't good! (Every time I leave out the 
filters I get into trouble!) You can make up 
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Fig. 13. Audio amplifier IC. 
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Fig. J 5. Component layout, lop and side. 

"dime" filters without much difficulty if 
you follow the simple details below. Mater- 
ials needed arc tiny resistors (any value 
over lkft), some 36 or 38 AWG wire 
(double silk covered), coil wax (you can 
use paraffin wax if you can't get coil wax^), 
and small capacitors, such as the Lafayette 
types. Use 0.01 for HF and 0.001 (1000 
pF) for VHF. Figure 17 shows the circuit. 
The main thing is to interpose an rf trap in 
the plus lead between each stage and any 
other. 

The series method shown in Fig. 17 is 
best for high-gain amplifiers because it puts 




several filters between the high-power out- 
put stage and the sensitive first stage. 
However, if the filters are very good you 
can bring the battery leads from each stage 
to a common point, but this must be 
checked carefully if you have to do it. 




Fig. 17. Miniature filters, interstage. 

How to make'em. Clean and tin carefully 
each resistor form lead close to the body, 
then melt a thin layer of wax onto the 
resistor to hold the wire from slipping 
when you wind it on. Solder one end of 
the wire onto one lead and then random 
wind 75 to 100 turns of 38-gage wire onto 
it, and wrap the end around the other lead 
ready to solder. Put a drop of wax on the 
coil before soldering to hold the wire turns 
in place. The wax should penetrate the 
whole coil. Most types of insulation on 
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Fig. 16. Methods for fastening insulated strips to 
baseboard. 



Fig. 18. UHF filters for interstage coupling. 

38-gage wire will disappear as soon as 
solder and heat are applied, so you don't 
have to bare the wire first. Now you have 
an rf choke, and if you keep the capacitor 
leads real short to ground, the filter will do 
the job for you. 

It works fine even up to 450 MHz if you 
use four capacitors, each to different point 
on the ground plane of copper-clad, as in 
Fig. 18. 

Phase Modulator 

Phase modulation results in a type of 
frequency modulation of the carrier at the 
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rf output jack which the usual FM receiver 
cannot distinguish from true FM. Being 
crystal-controlled it is used by practically 
all the FM mobile and base stations in the 
U.S. so it is 100% okay here. And of course 
with the crystals in there, you will be on 
the amateur FM channels, providing you 
buy them right. You have to pay around 
$7 for these but it seems well worth it. 

Certain designs of the af section of the 
phase modulator, its tuneup, and the con- 
nections to the phase modulator can be 
troublesome for the homebrewer, so con- 
siderable time was spent to make it as 
simplified and easy to adjust as possible. It 
also can be used in the receiver section as 
the af amplifier because the frequency 
correction is done outside. The use of an 8 
or 1612 output connection into the phase 
modulator emitter circuit helps to stiffen 
the af drive and keep it clean. 

Phase modulation af sections in com- 
mercial rigs are often qualified as "audio 
conditioning," or "processing" circuits, 
which they are of course, but don't let that 
bother you. Excellent FM quality can be 




Fig. 19. Phase modulator interconnect circuitry. 

obtained by the use of an inductance of 
large value, placed outside of the af ampli- 
fier, in the noncritical low-impedance out- 
put circuit. The inductance cuts down the 
extra high audio modulating frequencies 
caused by the phase modulator's tendency 
to make the FM deviation directly propor- 
tional to the modulating frequency, which 
emphasizes the highs too much unless 
corrected. Being outside of the af ampli- 
fier, you can now use almost any good 
low-cost job and use it in the receiver also. 

Figure 19 shows the simplicity of the 
method used. Having a four-transistor am- 



plifer from Lafayette, at S4.95 on hand, 
that's what was installed, with a slight 
adjustment of the feedback resistor. This 
had nothing to do with the FM unit, it just 
happened that the Lafayette amplifier 
sounded and acted awful funny at first. 
And no wonder — , it was oscillating up in 
the 100 kHz range! After trying to bypass 
and decouple almost everything in the little 
brat my eyes began to focus on that 
printed lead going from the 80. output 
connection over to near the input, and sure 
enough that was it: too much feedback! 
An additional 50 kft resistor in series with 
the one already there did the trick and 
from then on nothing but good af came 
out. I mention this because it could happen 
to you too. My 3W job, also Lafayette, is 
suspect, possibly the same simple trouble. 

The af output needed to drive the phase 
modulator emitter is several hundred milli- 
volts, and the low impedance allows the 
usual rf bypass capacitor of 10,000 pF to 
act simply as an additional af filter, which 
it does. 

As a result, the entire tuneup is done by 
adjusting the value of the emitter resistor 
and the phase modulator tank tuning coil. 
Neither are actually critical but should be 
udjusfd while listening to the 146 MHz 
carrier on a good amateur narrowband FM 
receiver. The emitter resistor will be heard 
to kill the modulation when going much 
below 2 kfl and to bring in distortion on 
large amounts of audio when going a lot 
more than 2kf2. This latter condition also 
causes a drop in the rf output. You may hit 
it right the first time with the 2kf2 value; 
I'm just pointing out that this resistor is 
worth checking up on for a final value 
when adjusting for best modulation. 

The actual phase modulation resulting 
from varying the emitter voltage with 
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Fig. 20. Drilling layout (wiring side). 
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audio is adjusted by tuning, which is also 
smooth and noncritical. I used the tried- 
and-true method of listening to my own 
voice with plenty of audio on the receiver 
and a set of well-padded earphones (you 
can get a very useful set for under S10 at 
Lafayette) which keep your voice from 
reaching your ears directly through the air. 
it also cuts down audio feedback. 

Tuning with af going into the phase 
modulator as per Fig. 19, you will notice 
good strong clean FM on cither side of the 
peak tuning. These points occur before the 
146 MHz carrier output starts to drop from 
detuning the phase modulator tank, so 
don't worry about that part. In any case, 
you are supposed to be following the phase 
modulator with enough saturated class C 
multipliers and amplifiers to prevent any 
variation in amplitude (otherwise known as 
AM!) I say "supposed to" because you 
don't automatically get this condition. You 
may have noticed an unduly large number 
of tubes showing in ads for surplus com- 
mercial FM sets. This large number is due 
to the designer's wish to get all the benefits 
of FM into his package. In one box if 
possible. You have to watch very carefully 
when using ICs for modulators, they tend 
to pick up rf and generate feedback with 
their wideband audio circuits and some- 
times as many as 1 1 or even more transis- 
tors in one little can. Just a word of what 
to look out for. It's hit me more than once. 
Also, don't put more than the specified 
voltage on IC amps. You- can easily drop 
down with a resistor and a large bypass 
capacitor. 

I used my favorite mike on the input, 
the Astatic 150, my favorite because it 
only wciehs 3 oz, has the most output, 
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Fig. 21. 8 MHz oscillator schematic. 



-44 dB, costs only S3.82 amateur net, and 
sounds good! 

Almost any desired amount of highs and 
lows can be obtained or surpressed by the 
manipulation of the LC values in the 
modulator. If you use a Miller .9009 
wide-range adjustable inductor, 180- 
750 mH you can hear the difference as you 
adjust the core in and out. 

I started out with a large-scale layout 
for the parts, but you may wish to skip 
that and go right to a life-size layout as in 
Fig. 20. To make the life-size drilling 
template, lay out the components one after 
the other, "standing up" on a Vi in. strip of 
good-grade white cardboard and mark the 
component lead holes, which should result 
in something similar to Fig. 20. A nice 
feature of the cardboard method is the 
easy punching of the holes and the way it 
holds the drill as you go through the strip. 
Tape the template in place onto the insu- 
lating vertical strip. Do not use anything 
that melts under heat, though. Even if you 
ruin part of the strip, or want to make a 
large change of one stage you can just saw 
that out and make up another section and 
go ahead. 

The 8 MHz Oscillator 

Figure 2 1 shows the schematic of the 
crystal oscillator stage. Note the apparent 
use of negative feedback with the base 
return through the crystal to a tap on the 
inductance. It is only apparent though, as 
the crystal reverses the feedback phase, 
making it positive. It is a very powerful, 
sure-fire circuit. 

The tap on the coil also provides a good 
low-impedance match for the next base 
input. The coil itself is made from a Miller 
9050 shielded coil which has magnetic as 
well as electrostatic shielding, and a good 
adjustable core that works good mechanic- 
ally (which is more than you can say for 
some of those types of cores). 

Remove the aluminum can by bending 
back the four holding tabs and wind on 
three turns of 30- or 32-gage silk-covered 
wire onto the existing winding of the coil. 
Be sure and wind them in the same 
direction as the turns that are already 
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there. The oscillator coil will then look like 
Fig. 22, and is ready to mount on the strip. 

The wiring on the lead side of the strip 
is shown in Fig. 23, where most of the 
leads are seen to fall in place quite well. 

Insert the component leads through the 
strip and bend them slightly in the direc- 
tion they will go, such as the two base 
resistor leads which are bent towards the 
base lead, as shown clearly in Fig. 23. 
When all the leads to be soldered in one 
place are all touching each other, a final 
dressing can be done followed by soldering. 
In the example mentioned, the base lead 
has three other wires soldered to it, a wire 
from the crystal, the 1 kH resistor, and the 
5 kf2 resistor. 

The can of the 9050 coil has a tab 
which should be soldered to ground. The 
ground lead of some resistors (or all of 
them) is not routed through the strip but is 
soldered to the baseboard on the compo- 
nent side of the strip. 

When the oscillator is assembled and 
wired, B+ can be brought in and the unit 
tested for rf. Some 5-10 mA of current 




Fig. 22. Miller 9050 coil with added turns. 



should register and as soon as the oscillator 
coil is resonated to the crystal frequency, 
the oscillator should show rf output to the 
8 MHz tuned diode test set connected to 
the output tap lead. 

Check the oscillator carefully on a sharp 
receiver for its frequency-holding ability 
while tuning the slug in and out of reson- 
ance at 8 MHz. Actually this will be near 
8.130 MHz. (With a multiplication of X18, 
this should land on whatever 2 meter FM 
channel you're aiming for). It should come 
into resonance on one side with a good 



"plop" and gradually build up on the other 
side as you tune. 

I always start with a large calibrated 
variable capacity at C3 (some 500 or 1000 
pF, made from an old BC set three-ganger) 
ahd then put in fixed values so that the 
iron core tuning slug in the 9050 coil tunes 
properly about 'A in. under the winding of 
the coil. 

Power can be adjusted by the emitter 
resistor, and feedback by the number of 
turns between ground and the oscillator- 
coil tap. (These arc of course the number 
of turns added to the Miller 9050.) 

A 48 or 49 bulb, rated at 2V and 60mA, 
should light up with about 50 to 100 mW 
worth of rf with a 50-300 pF trimmer in 
series, as in Fig. 24. When the oscillator is 
properly tuned and under good power 
control via the test pot (in Fig. 24) and the 
plus voltage is checked for the voltages you 
expect to see, the next stage can be 
assembled. Of course if you wish, you can 
mark out the whole strip template, drill all 
the holes, and mount and solder all 
components except the coupling capacitor 
and B+ to the next stage. This allows you 
to test the oscillator by itself. 

The 8 MHz Amplifier-Phase Modulator 

This stage (Fig. 25) is not critical, other 
than to keep the input base coupling 
capacitor at a low value to avoid self- 
oscillation. The only requirement is that 
the tuning should be correct for phase 
modulation. 

Use the same methods of assembly, 
wiring, and tuneup for power output as 
with the oscillator stage. You do not necO 
much gain, if any, in this stage. 
The 8-24 MHz Tripler Stage 

A frequency multiplier has the advan- 
tage that generally (though not always) it is 
free from self-oscillation, due mainly to the 
output and input circuits being on differ- 
ent frequencies. The bias requirements are 
different in a tripler from those of a 
doubler or class C straight-through ampli- 
fier, but this can be adjusted simply by 
varying the emitter resistor during tuneup 
for maximum output on the desired fre- 
quency. Figure 26 shows the schematic of 
this stage, where the base input coupling 
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capacitor is seen to be much larger than in 
the preceding stage. However, in spite of a 
small tap winding and low impedance in 
the preceding stage it is easy to cause 
superregeneration in the base circuit if the 
coupling capacitor is too large. I found that 
150 pF or slightly less is a good value. 

The wiring side layout for this stage, 
which is typical of the multiplier circuits, is 
shown in Fig. 27. A logical wiring system is 
seen to prevail, especially as regards the 
emitter, base, and collector wiring and 
their components. Two extra wires are 
used, one red for the B+ and one green for 
the base input rf circuits, with a filter coil 
separating the plus of each stage. 

A 24 MHz diode detector is clipped 
onto the rf output tap on the inductor 
(Fig. 27), as was done in the preceding 
stages. Be very sure you're on 24 MHz, and 
not on 16 or 32. Here again you should be 
able to light a 48 bulb with rf with a 
5 — 180 pF trimmer in series for matching. 
The collector tuning and power output 
curve with emitter resistor lowering should 
be clean and smooth. 



As mentioned in the test equipment 
section, it is a real must to listen to the 
carrier as you build it up in frequency. I do 
this with a little af amplifier continually 
connected to the diode detector output 
because the carrier has to be free of all 
spurious noise, squeals, frequency and 
power jumps, etc. 

The Tripler to 73 MHz 

This one proceeds in a similar fashion to 
the previous stage, except that now we 
begin to use capacitor tuning of the collec- 
tor coils. The iron-core coils of the Miller 
9050 series do not do a good job here, and 
so far I have not found good ones at 
reasonable cost, so you have to wind your 
own but that is very easy, as you will see. 

Figure 28 shows the circuit and values 
obtained by tests here. Do not exceed the 
value of 50 pF for the base input capacitor. 
In case of any spurious noise, this is the 
first place to look; in fact, 1 always start 
off with a trimmer at that point to make 
sure and get the maximum drive possible 
without noise. 
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Fig. 25. Schematic of phase modula lor/amp lilier. 




Fig. 29. 24 MHz tripler wiring diagram. 

When the stage is assembled and wired 
and under test as done with the previous 
stages, once again, look out for those 
undesired harmonics, especially the 64 
MHz one in this case. It'll sneak up on you 
i f you're n ot real careful! 




The inductor may be fastened to the 
mounting strip with a nylon screw (Fig. 
29) for ruggedness. The variable capacitor 
does all right standing up on end with the 
fixed plates soldered to the baseboard, and 
the movable plates brought out through 
the strip with a piece of 16- or 18-gage 
wire, where it is joined up with the 
collector, as can be plainly seen in Fig. 29. 

Clip on your diode detector for power 
checks and frequency. You can't check this 
latter too often, believe me. After testing 




Fig. 26. 8 MHz tripler schematic. 




Fig. 30. 73 MHz doubler schematic 

for power control and noise, you are ready 
for the next stage, a doubler. 

The Doubler to 146 MHz 

This stage uses a Motorola HEP 75 
(2N3866), always a lively powerful one for 
VHF. The schematic, shown in Fig. 30, is 
quite similar to the others except for the 
different transistor and another coil tap. 
The base input capacitor worked out at 25 
pF maximum, with a 39f2 emitter resistor 
to keep the power up for maximum input 
into the final stage. The collector lead is 
cut off and the collector connection is 
made by soldering a 1 /8-in.-wide soft and 
thin copper strap, which increases the heat- 
sinking as well as rf conduction, directly to 
the HEP 75 case. 



Clean the case well by scraping at the 
place to be soldered. Use small solder, a 




Closeup of wiring side of insulated strip. 
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small iron, rub the iron gently on the case 
two or three times for about one second 
only to effect a good joint for the collector 
strap over to the coil. The inductance is 
not actually critical but should be correctly 
tuned up and tapped for the collector as 
well as the output tap. After all you do 
need all the power you can get into that 
final. 

You could use a little larger emitter 
resistor, for a little less current, but here 
again power is a point to watch. I find 
about SO to 120 mW of rf at 146 MHz at 
the output tap, depending on the plus 
voltage also. Of course, you can play 
around with up to 18V if you want to push 
out a bigger signal. Before buttoning up 
this stage, check it once more for fre- 
quency, please. 

Power Amplifier 

Refer to Fig. 31. Everything went along 
nicely with this one also, as in the previous 




stage. You will note a nice feature, true of 
most electronic circuits that are good and 
foolproof, that when everything is tuned 
up correctly and matched properly the 
whole stage becomes less critical all 
around. That is, the tuning is not touchy, 
the power goes up and down nicely, and 
even the output tap is not too critical. 




Blowup view shows degree of miniaturization 
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Note that with small emitter resistors of 
under SOSl the collector current can get 
pretty high, so always keep at least lOfi in 
series, as you test for the best emitter 
resistor value. Don't forget that 1W is 100 
mA at I0V. And for a watt out you will 
need more than 100 mW even at 15 V. 
"Big" transmitters (50 watters) use as low 
as 0.1 £2 at times in this place, and in some 
of the new heat-sunk jobs (out of our price 
range) the emitter goes directly to ground. 

I suggest currents of not over 100 mA 
for this stage. The arrangement shown uses 
about 50 to 60 mA, depending on drive 
from the tripler, B+ voltage, and output 
loading. 

Two bypass capacitors are used in the 
collector circuit. A test bulb (5V at 150 
mA), in series with a 1-12 pF trimmer to 
ground, indicates rf output and loads the 



.collector circuit. Without the test bulb or 
any antenna loading you can expect self- 
oscillation as the HEP 75 gives plenty of 
action on 146 MHz. The output tap can be 
led into the small but good and very useful 
50^ cable (RG-174/U). This cable will 
then go to your changeover switch or re- 
lay for the final assembly. 

As a final note on the transmitter, each 
tuned circuit of the multipliers and finals 
should also be adjusted while listening to 
the carrier modulation. 1 didn't find any of 
these at all critical but "the books" say to 
do this to assure absence of phase-shift 
distortion in circuits after the phase modu- 
lator. 

So, good luck with PM, it doesn't seem 
too tough to build if you avoid the fancy 
stuff to start with. 
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The Phase-Locked Loop Comes of Age 



Jim Kyle, K5JKX 



It's been a little more than 13 years now 
since the idea of "synchronous detec- 
tion" entered the ham radio world - and 
the odds are, unless you're a dedicated 
VHF and DSB (yes, we said DSB) nut like I 
am, you still haven't heard very much 
about it. 

Not that some of us haven't done our 
part. The initial publication of an article of 
the subject back in 1957 (three years 
before 73 's birth) was accomplished under 
Wayne Green's guiding hand in CQ Maga- 
zine, and the next synchronous-detection 
bombshell (conservatively titled 50 dB 
Under the Noise - A Breakthrough) saw 
the light of day in the short-lived pages of 
6-Up, 73's subsidiary VHF magazine of the 
mid-60s. 

But all the way through, the synchro- 
nous detection idea 'has had a tough 
obstacle to battle: While it does give all the 
performance claimed for it, it requires 
several times as many components as does 
a conventional detection circuit. The 1957 
version used eight double-section tubes to 
give 16 stages; the 1964 edition (actually a 
completely separate implementation of the 
same basic idea but giving other features) 
was solid-state and required 24 transistors. 

Quite obviously, this is a larger stage 
count than that of many complete receiver 
designs. So long as so many devices were 
necessary, the synchronous-detection idea 
just couldn't make it in the face of its 
much simpler competition. 

But all that was changed in the last year 
when a major manufacturer of integrated 
circuits put together a single-chip circuit 
which does just about everything required 
for the synchronous detector, in a single 
standard-sized 16-lead dual-inline IC pack- 
age. Although it contains approximately 50 
transistors, the whole thing takes only 



about 10 mA from an 18V supply, and is 
hardly as large as a commemorative postage 
stamp. 

And to top it off, the price of the device 
is surprisingly low, considering what you 
get. There are several different versions 
with different features, but the least costly 
of them is still a complete FM receiver 
which accepts a minimum 300 AiV signal 
(across 3 kfi) at any frequency from 100 
Hz up to 60 MHz or so, with any deviation 
up to +20% of center frequency, and 
produces 60 mV of audio output across 8 
kfl. This one costs $30 in single-lot quan- 
tities, according to the most recent price 
list, but that's all you need for a complete 
receiver within its frequency range and 
sensitivity. 

On top of this, remember that these arc 
current prices, and the unit is not yet in 
wide use. If it catches on as it apparently 
should, the cost is bound to come down. 
Remember when the CK-722 transistor 
sold for $7.50 each? And now they're 
down lo 4 for $1 from the mail-order 
houses? 

What Is Synchronous Detection? 

The words "synchronous detection" 
have been applied to many different detec- 
tion schemes, but all of them share the idea 
of using a stable local oscillator to mix 
with the incoming signal, and developing 
an error signal should the local oscillator 
get off frequency. You might call it a sort 
of superhet receiver, with automatic fre- 
quency control and a zero-frequency i-f, if 
that brings any reasonable picture to mind. 

The most common type of synchronous 
reception currently used (yes, it is being 
used - by radio astronomers, space com- 
munications systems, long-range radar, and 
any place else that the ultimate in radio 
communications is required, thus justifying 
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the complexity and cost of the older 
approaches) involves a "phase-locked 
loop." 

The phase-locked loop includes a phase 
detector, a low-pass filter, and a voltage- 
controlled oscillator. The phase detector is 
a circuit which accepts two different rf 
input signals, and produces a dc-to-audio 
output signal which reflects the phase 
differences between the two inputs. That 




Fig. 1. Basic phase-locked loop or synchronous 
detection hookup for FM reception uses voltage- 
controlled oscillator in a servo loop. Outpu! of 
VCO is continually compared with input signal in 
phase detector, which produces an output con- 
sisting of dc voltage which varies as input 
frequency changes (which amounts to superim- 
posed audio). Low-pass filter wipes off audio and 
dc goes to VCO to keep it locked to input signal. 
Unfiltered error voltage from phase detector is 
the audio modulation of the signal. 



is, so long as both inputs are in the same 
phase relation to each other (usually 90 
degrees), output of the phase detector is 
zero. If the phase of input A begins to lag, 
output goes positive, and if input A begins 
to lead the other, output goes negative. 

If we could keep an oscillator absolutely 
stable on the center frequency of an FM 
transmission, we could feed its output to 
one input of the phase detector, and feed 
the other input with the FM signal. The 
output would then faithfully reproduce the 
phase differences, which would reproduce 
the audio signal envelope. 

If we could keep an oscillator absolutely 
stable on the center frequency of an FM 
transmission, we could feed its output to 
one input of the phase detector, and feed 
the other input with the FM signal. The 
output would then faithfully reproduce the 
phase differences, which would reproduce 
the audio signal envelope. 

And that's the way the phase-locked 
loop (abbreviated PLL) works. The phase- 
detector output is filtered to remove any 



audio and retain only the dc component, 
which is a measure of the drift in the local 
oscillator, and then applied as an "error 
signal" to the local oscillator to keep it 
locked in phase with the incoming FM 
signal. 

The filter keeps the voltage-controlled 
oscillator (VCO) from following the audio, 
so we pick the audio off ahead of the filter, 
and we have an FM detector (Fig. 1 ). 

For AM reception, we do things a little 
differently. We lock the VCO to the 
incoming signal, just as before, but we add 
things. 

It works out to be something very much 
like SSB reception; many years ago QST 
pushed something they called "exalted 
carrier reception," which involved using 
two i-f strips, one extremely sharp to pick 
out the carrier from between the sidebands 
for high-gain amplification, and the other 
to accept the sidebands. 

Our phase-locked AM reception is just 
about the same, except that we generate a 
new carrier in the VCO which is phase- 
locked to the incoming carrier, and use 
that to demodulate the sidebands. The 
demodulation is accomplished in a "multi- 
plier circuit" which is more familiar to most 
of us as a "product detector" or "mixer." 
Another low-pass filter shaves off the 
original input-frequency signal, the VCO 
signal, and the sum frequency from the 
product detector's output, leaving us the 
difference frequency, which turns out to 
be the audio we wanted to recover. 

Note that this arrangement (Fig. 2) 
cannot demodulate an SSB signal since 
there is no carrier present for the phase- 
lock loop to lock onto. In such a case, it 
would attempt to lock on the strongest 
sideband component present with notably 
less than satisfactory results. 

The 195 / circuit, by Dr. John Costas 
W2CRR and G. K. Webb W0AHM/2 (both 
with General Electric in Syracuse, N. Y. at 
that time), overcame the problem by 
deriving the control voltage for phase- 
locking from the sidebands rather than 
from the carrier. Unfortunately, their 
circuit has not yet been implemented on an 
integrated-circuit chip so far as we have 
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Fig. 2. AM detector using phase-locked loop is a 
bit more complex. Incoming AM is shifted 90 
degrees in phase and VCO is then locked to it. 
VCO output is used as bfo input to product 
detector, to recover audio. Low-pass filter in 
audio signal path removes intermediate, VCO, 
and sum frequencies, leaving only the difference- 
frequency output of the product detector. 

been able to learn and so we must wait a 
bit longer for that happy time. 

Right now, though, we can build an FM 
receiver with excellent performance which 
will also be able to detect conventional 
AM, for a small fraction of the cost of 
conventional receiver circuits. 
How Can We Use Phase-Locked Loops? 

No new component, no matter how 
interesting it may be, is of much good to 
many of us unless we can put it to use. The 
logical question at this point, then, is 
"How can we use phase-locked loops?" 

In the initial report describing the IC 
phase-locked loop, Dr. Alan B. Grebene 
listed nine electronic circuit functions for 
which he felt it was well suited: 



1 - FM i-f strip and demodulator for 

commercial FM receivers. 

2 - Commercial TV sound i-f and 

demodulator. 

3 - Tuned AM detector. 

4 - Self-contained SCA (storecast 

music) receiver. 

5 — FM/multiplex telemetry receiver. 

6 - Signal conditioner and limiter. 

7 - Frequency-shift telegraph receiver. 

8 - Frequency selective multiplier and 

divider. 

9 - High-linearity FM detector for 

wide-deviation FM. 
To his list, we can add several more 
directed specifically at amateur use: 

10 - VHF FM mobile receiver for com- 
pact cars. 

1 1 - VHF FM handheld receiver. 

12 -Frequency synthesis for high- 
accuracy VHF FM transceivers (Boelke, 73, 
Feb. 1970). 

Some of Dr. Grebene's suggested appli- 
cations are outside our scope, such as the 
telementry receiver, signal conditioner, and 
TV sound demodulator. Several of the 
others telescope into a single application 
when signal frequencies are ignored - that 
of a versatile FM receiver. So let's see how 
to use the PLL (phase-locked loop) IC as 
an FM receiver, as an AM receiver, as a 
frequency multiplier, and as a FSK RTTY 
converter. 
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Fig. 3. Practical versions of PLL using 
integtated circuit with external resistors 
and capacitors to select frequency of 
operation. FM input may be applied to 
either pin 12 or 13 (or push-pull to 
both). ' 
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Let's emphasize that the circuits which 
follow are taken from the manufacturer's 
published applications notes and literature; 
we have not breadboarded any of them and 
so cannot guarantee results (but let us 
know if you have troubles with any of 
them). 
FM Receiver 

FM reception is simple with the 1C PLL; 
that's the job it appears to have been 
invented to do in the first place. When it's 
running "locked" to a signal, the average 
dc level of the phase-detector output is 
directly proportional to the frequency of 
the input signal. As the input frequency 
shifts with modulation, it's this dc output 
that changes and causes the VCO to shift 
its frequency to remain locked on the 
input signal. 

The only problem to face in building an 
FM receiver with the IC PLL is that of 
setting it up for the proper input signal 
frequency. The VCO center frequency is 
set by an external timing capacitor, and by 
varying the value of this capacitor we can 
work at any frequency from 100 Hz up to 
a guaranteed 15 MHz, with typical units 
operating to 30 MHz and operation as high 
as 60 MHz possible by a trick we'll pass on 
a little later. 

The connections necessary, as well as 
the external components required, are 
shown in Fig. 3. Capacitor CI is for timing; 
its value in picofarads for frequencies in 
the range from 1 00 Hz to 30 MHz is shown 



in the left-hand graph of Fig. 4. This 
capacitor provides a "coarse" adjustment 
of frequency which can be trimmed by 
variation of capacitor value. For "fine" 
frequency adjustment, current must be 
injected into pin 6 through a series resistor 
from the power supply; the right-hand 
graph of Fig. 4 shows the percentage of 
frequency change achieved for various 
values of current injection. 

The other capacitors shown in Fig. 3 are 
bypass capacitors (C2), coupling capacitors 
(C3), and low-pass filter capacitors (C4). 
Their values are dependent to some degree 
upon the center frequency chosen. The 
deemphasis capacitor (C5) should be larger 
than 200 pF for commercial FM reception; 
its value is subject to experiment for 
communications purposes. 

Resistors Rl together with capacitors 
C4 form the low-pass filter; it's fed by an 
internal impedance of 6 kft at pin 14 or 
15. Typical values for Rl and C4 are 5012 
and 1 100 pF. 

The locking threshold of the circuit may 
be controlled by connecting resistor R2 
across pins 14 and 15. Resistor R2 is 
normally left out, but at high input signal 
levels or high input signal frequency this 
reduction in threshold may be necessary to 
prevent instability. Approximately 6 kf2 is 
a typical starting point; the value of R2 
should be as high as possible in any specific 
case, though. 
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Fig. 4. These two graphs show how operating frequency of VCO in IC PLL is set. Graph at left shows 
approximate center frequency as value of CI is changed through the range from 1 jUF to 10 pF. This is 
coarse frequency setting, determining lowest operating frequency. Graph at right shows how 
frequency increases as current is fed into pin 6; approximately 45% increase in frequency can be 
attained by this means. This provides "fine tuning" control. 
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Fig. S. The NE5607NE561 IC PLL is rated for 
operation only up lo J 5 MHz, although many 
units operate satisfactorily up to 30 MHz. Oper- 
ating frequency for all units can be increased to 
approximately 60 MHz by connecting pins 1, 2, 
3, and 8 as shown here. This modification can be 
applied to any of the accompanying circuits. The 
5 Jcfi pot serves as a fine-tuning control, replacing 
the current injection into pin 6. If current, 
injection is to be used, the pot can be omitted 
from this circuit. 



Tracking range may be controlled by 
current injection into pin 7 through resis- 
tor R3. If R3 is omitted, tracking range 
will be approximately 15% of center fre- 
quency. When R3 is set to a value which 
permits 0.65 mA of current to flow into 
the 600fi impedance at pin 7, this figure is 
reduced to approximately 3%. 

Other controls are possible, but should 
not be necessary when the PLL is used as 
an FM receiver. Input signal level should be 
at least 120 jlV to either pin 12 or 13 (the 
unused input pin should be ac-grounded 
through a bypass capacitor). Output at pin 
9 across a 1 5 kfi external resistor (which 
must be in the circuit; this is an open 
emitter in the IC) should average 60 raV. 

For VHF operation of the PLL, two 10 
k£2 resistors and a 5 kf2 pot should be 
added externally as shown in Fig. 5. 
According to applications engineer Ralph 
Seymour, this modification extends the 
frequency range up to 60 MHz. The 5 kft 
pot provides convenient fine-tuning of 
center frequency, and may be omitted. 



Because of the comparatively high signal 
level required, and the low input frequency 
(when compared to the 2 meter band, for 
instance) a VHF FM receiver for ham use 
of the PLL would require a converter 
ahead of the PLL circuit. A block diagram 
of such a hookup appears as Fig. 6. Note 
that the converter could be crystal- 
controlled to produce a 28 MHz output; by 
adjustment of current into pin 6 the PLL 
can easily be tuned over the full band from 
a 30 MHz center frequency. This provides, 
for less than $50, an FM receiver based on 
the time-honored 75A4 principle of 
crystal-controlled front end and tunable i-f. 

AM Receiver 

The AM reception capability of the PLL 
is something of an "extra." The PLL is 
locked to input signal carrier frequency 
and its output is used as the local oscillator 
to a built-in product detector. A 90-degree 
phase shift is required to obtain proper 
operation. 

Figure 7 shows the hookup. Bypass and 
coupling capacitors, all shown as 0.1 nF, 
should have low impedance at operating 
frequency (this circuit is intended to cover 
the BC band rather than HF or VHF). 
Capacitor CI is selected to obtain the 
proper center frequency, and C2 sets the 
bandwidth by filtering off high-frequency 
audio output. 

The phase-shift network (Rl-2, C3-4) 
provides 90 degrees of phase shift for the rf 
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Fig. 6. For ham use as a VHF FM receiver, a 
crystal-controlled converter ahead of the PLL is 
necessary. This converter need only provide a 
moderate output signal level, however, and can 
be broadband with all receiver tuning being 
accomplished at the PLL circuit. 



184 



inpul signal; the sum of Rl and R2 should 
be less than 5 kf2 (2 kfi each was the value 
used in the prototype) and C3 and C4 
should have reactance equal to the values 
of Rl and R2. For BC operation. 82 pF 
was chosen. 

In this hookup, the low-pass filter is not 
critical, since no audio is taken from the 
loop itself; so a simple 0.0 1 f/F capacitor 
from pin 14 to pin 15 suffices. 

Tuning may be done in either of two 
ways. The first is more straightforward but 
the second is elegant. The first way is to 
vary the value of timing capacitor CI. For 
BC operation, CI should tune from a 
minimum of 220 pF (for 1600 kHz) to a 
maximum of 620 pF (for 500 kHz). The 
classic receiver alignment technique of 
padding capacitance is used at the high end 
of the range, but at the low end varying the 
current into pin 6 (fine-tuning control) 
takes the place of adjustment of 
inductance. 

The second method of tuning the 
receiver uses a fixed value for CI. This 
value is whatever is required to make the 
VCO operate at 940 kHz (geometric mean 
frequency) when the current at pin 6 is 
zero. Pin 6 is then connected through a 1.2 
kf2 resistor to the arm of a 5 kH pot (Fig. 
8) across the 18V power supply. Varying 
the pot tunes the receiver across the BC 
band using only the fine-tuning feature. 

This receiver requires an antenna and a 
good ground; it must get at least 100 pV 



from pin 9 to ground. Operation will be 
improved by using a broadband untuned rf 
amplifier, but care is necessary to assure 
that the PLL is not overdriven (maximum 
input signal if IV rms). Maximum audio 
output is 2V p-p, and typical output is 
about 60 mV. 

Frequency Multiplication 

The PLL IC can be used as a frequency 
multiplier in several ways. The simplest is 
merely to set the center frequency to some 
multiple of the actual input signal fre- 
quency. However, as the higher (and thus 
weaker) harmonics are used for locking, 
the lock range decreases. If input fre- 
quency is fairly stable and rapid tracking is 
not required, this technique can be used to 
multiply by 2, 3, 4, or 5 times any input 
signal. Output of the VCO at pin 5 is a 
square wave. 

Action of the PLL as a multiplier can be 
improved by converting the input signal to 
a square wave, which has much stronger 
harmonics than does a sine. When this is 
done, any output frequency up to 1 5 MHz 
can be produced from its tenth subhar- 
monic (multiplication of up to 10 times). 

Since the PLL output is already a 
square wave, rich in harmonics, this offers 
an opportunity for use as a frequency 
marker. Two PLLs in series could produce a 
1 MHz standard from a 100 kHz crystal, 
and in turn a 10 MHz standard from the 1 
MHz standard. One great advantage of the 
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Fig. 7. This is a BC-band AM receiver using the NE561 IC PLL (the NE560 does not include AM 
detection capability). 
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Fig. 8. This simple arrangement for connection to 
pin 6 of NES60/NE561 provides fine tuning over 
a 3:1 range. The 1 .2 kQ. resistor limits maximum 
injection current. Timing capacitor should be set 
for /owest frequency with pot arm at ground, and 
1.2 kQ resistor then trimmed to set highest 
frequency desired, with pot arm at hot end. 

PLL multiplier as compared to a multi- 
vibrator or a conventional tuned-amplifier 
multiplier is that the order of multipli- 
cation can be changed merely by changing 
center frequency (such as with switched 
timing capacitors). This would permit 
generation of a 3.5 MHz square wave as the 
seventh multiple of a 500 kHz standard, 
giving you strong markers at the bottom 
edge of every HF ham band. 

The PLL multiplier wiJl divide fre- 
quency just as easily as it multiplies. If 
center frequency is adjusted to be one- 
third that of the input signal, the circuit 
still locks. This action occurs only for odd 
submultiples, however; for even divisions 
(half, quarter, eighth) it doesn't work. You 
can divide 3, 5, 7 or 9 only. 



Extensions of these features make pos- 
sible the construction of simple frequency 
synthesizers; too many PLLs are required 
to make them practical at present prices, 
but when costs come down they may well 
be worth investigating. Collins Radio's 
book "Fundamentals of SSB" (out of print 
since 1962, unfortunately) gives the prin- 
ciples involved if you're interested. 

The hookup for use of the PLL as a 
frequency multiplier or divider is shown in 
Fig. 9. 

FSK Converter for RTTY 

Using the PLL as an RTTY FSK con- 
verter is almost identical to its use as an 
FM receiver, because FSK (or AFSK) is 
merely a means of carrying binary or 
telegraph (mark-space) information by 
means of frequency modulation. The 
frequency shift involved is usually rather 
small - but so is that for FM, in com- 
parison with the center frequency. 

The FSK input, either at communications- 
receiver i-f for FSK or at audio frequency 
for AFSK, is applied to the FM input of 
the PLL. The loop filter capacitor is made 
smaller than usual to eliminate any possi- 
bility of "overshoot" in the output pulse, 
and a three-stage ladder filter removes the 
carrier component from the output (this is 
necessary only for AFSK). The center 
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Fig. 9. PLL makes fine frequency multiplier or divider. For this application, audio output connections 
are ignored and the VCO output is used instead. If input is single-ended, one of the two push-pull 
input leads should be bypassed to ground as shown by dotted lines. Circuit will multiply up to 10 
times, and divide input frequency by 3, 5, 7, or 9. CI and fine-tuning adjustment must be set for 
operation near desked output frequency. When input is applied, VCO will lock to exact multiple or 
odd submultiple of input if it is within locking range and of adequate strength. 
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Fig. JO. KTTy converter circuit b taken from computer data set applications note; data set is same as 
AFSK converter, but gets input signal from telephone line and so is not subject to such high levels of 
interference as is RTTY. Input may be either at i-f or audio frequencies; table shows values of CI for 
both cases. Output consists of pulses which may drive a keying circuit for selector magnets. 

different type of PLL chip together with 
an IC voltageicomparator at the output to 
change the output levels to values which 
are compatible with normal digital IC 
chips. In this case, center frequency is 
adjusted to produce a slightly positive 
voltage at the output, when input is at the 
low frequency. 
SCA Adapter 

The PLL's capability to receive FM at 
almost any center frequency comes in 
handy if you like background music from 



frequency is adjusted to produce about 
12V at the output when the input fre- 
quency is at its lower figure. When input 
frequency rises to its other figure, output 
will rise a maximum of 4V as the VCO 
tracks the input-frequency change. This 
voltage change is coupled out through 
output coupling capacitor to drive any 
externa] circuits desired, such as a magnet 
driver. 

The circuit is shown in Fig. 10. Figure 
1 1 shows an alternate circuit using a 
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Fig. J J. Alternate RTTY circuit uses NE565 JC, which is so new that its price is not listed yet. 
Maximum frequency of S6S is 500 kHz. This circuit is designed to drive digital IC devices, and type 
57J0 voltage comparator is included to adjust output level to values suitable for digital ICs. Pot is for 
frequency adjustment. 
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Fig. ] 2. Background music adapter for FM receivers uses type 565 IC PLL. 5 JO pF capacitors and 4.7 
kll resistors at input form high-pass filter to keep audio from FM set from overloading PLL; ladder 
filter at output removes everything above about 10 kHz to keep from overloading audio amplifiers 
following. Pot allows frequency to be adjusted to 67 kHz to pick off SCA subcarrier. 



the "storecast" services sold by many 
commercial FM stations. These storecast 
signals are transmitted as FM of a 67 kHz 
subcarrier which is itself a part of the 
normal FM signal. To receive them with 
the PLL, all you need do is set up the PLL 
for a center frequency of 67 kHz and tap 
off an output from your FM receiver ahead 
of the deemphasis filter (which bypasses 
the 67 kHz signal to ground) to feed the 
PLL. PLL output will then be the back- 
ground music, which is free of all inter- 
ruptions such as commercials or even 
station identification. 

One precaution may be necessary. The 
signal from the FM receiver to the PLL 
input should go through a high-pass filter 
to prevent any possibility of overload by 
the much stronger audio of the normal 
broadcast program or any accompanying 
stereo information at 38 kHz. A typical 
hookup using the NE565 PLL is shown in 
Fig. 12. 

The Source 

About the only thing we haven't yet 
told you about the PLL IC chip is who 
makes it and where they can be obtained. 

The manufacturer is Signetics Corpor- 
ation, a subsidiary of Corning Glass Works 
and one of the leaders in the integrated- 
circuit industry for a number of years now. 
The PLL IC is only one of many chips in 
their line (their price list as of 4 May 1970 



required 2 1 pages merely to list prices of 
current IC products). 

Signetics is located at 811 E. Arques 
Avenue, Sunnyvale CA 94086, and we 
obtained our information from Ralph 
Semour, linear applications supervisor. 

They make the PLL in several different 
models, with model numbers to match. 
The one shown in most of these diagrams is 
the NE561B, which is the most general in 
application. It includes the AM-detection 
capability, and quoted price in lots of 1-24 
is $37.50 each. The NE560B is virtually 
identical but does not include the AM' 
detection features, and lists at $30 each. 
Models NE565 and SE565 (the N indicates 
commercial temperature range; the S 
means military range) are too new to be 
listed; they operate only up to 500 kHz 
and so presumably would be lower in cost. 
The 565 is used in the circuits of Figs. 1 1 
and 12. Finally, the NE562 is intended for 
direct interface with digital logic systems 
and, like the 565 it is too new to have an 
established price yet. 

Pin connections for the 560, 561, and 
565 are shown in Fig. 13. 

The N5710T comparator shown in Fig. 
1 1 sells for $2.62 each in lots of 1 -24. 

All of these (with the possible exception 
of the 562 and 565, which were still 
preliminary designs at this writing) may be 
obtained on special order from the manu- 
facturer. In addition, the major mail-order 
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Fig. 13. Pin connections for types 560, 56J, and 
565 PUs are shown here. Only difference between 
560 and 561 is that 561 has Am detector 
included where 560 has additional VCO output 



houses catering to the industrial electronics 
trade may be able to obtain them although 
no catalog available to us lists Signetics as 
one of the lines carried in stock (the firm 
deals primarily with the original- 



equipment-manufacturer market). Inquiries 
should be addressed to Mr. Seymour and 
should mention this article. 
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Audio conditioning, 173 
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construction, 79 
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Binary combinations, 136 
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Bypass capacitors, 183 



Calibration, 92 
Capacitors, 164 
Character generator, 82 



"Cheap" counter, 135 
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Circuit, description, 131, 
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36 
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Colls, 164 
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61 
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13 

Construction, circuitry, 66 
Construction details, 22 
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50, 51 
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106, 107 
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Counter board, construction, 
135, 136 
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Counter proper, 102 
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Counters, digital, 23 

Counting circuit, 134, 135 
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Crystal controlled multivib- 
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CW ID generator, 81 
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DC base lockup, 159 
Decade counters, 75, 76 
Design theory, VHF, 158 
Difference frequency, 181 
"Differential" input, 99 
Digital counters, 23 
Digital decoder #1, 27 



Digital decoder #2, 27, 28 
Digital decoder *3, 28 
Digital dial, 130 
Digital drivers, 26 
Digital frequency divider, 
28, 29 

Digital integrated circuits, 
102 
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130 
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Diode detector cable 

probes, 166 
Diode matrix, 140 
Diode read-only memory 

matrix, 83 , 84 , 85, 86 
Discriminator, 168, 169, 

170 
DIU, 138 

DIU logic board, 141 
DIU power supply, 144 
Doubler to 146 MHz, 177, 

178 
DTL, 73 



Edge lighted, 24 
Electronic counter, 101 
Electronic counter, con- 
struction, 109 
Emitter circuit, 159 



Filter circuit, 12, 13 
Flip-flop, 10 
FM receiver, 183 
FM transceiver, 164 
FM transmitter Btrip, 170 
Foundation receiver, 166 
Frequency dividers, 103, 
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Frequency multiplication, 
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Front end, 167 

FSK converter Tor RTTY, 
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Gating signals, 125 
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69 
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Ham, Integrated circuit, 
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HEP, 7, 8 
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HEP IC's, 147 
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I 

IC audio notch filter, 98 
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construction, 99, 100 
IC audio processor, 78, 79 
IC, computer, 40 
IC internals, 80 
IC marker generator, 68, 

69 
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IC notch filter, basic 

circuit, 98, 99 
IC packaging, 8 
IC/ photocell, 150, 151 
IC receiver accessory, 11 
IC regulator, 57, 58 
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10 
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IC square, circuit details, 

90, 91 
IC testers, 73 
IC testing philosophy, 73 
ID unit, two digital, 138 
I-F stage, 10.7 MHz, 168 
Input matching, 159 
Input sensitivity, 28 
Installation, Dir. 144 
Integrated circuits, 7 
Intercom-type, 15 
Intcrgrated circuit, 35, 36 
Integrated circuit, ham, 

11G 

K 

Karnaugh map, 141, 142, 
143 

L 

Light bar matrix, 23 
Linear IC, 76, 77 
Logic block diagram, 133 
Logic terms, D1U, 138, 
139 

Loop, phase-locked, 181 
Low cost generator, 62 
LSI, 41 

Ml 

Meter, 166 
Meter circuit, 50 



Meter jacks, 16G 
Micro-miniaturization of 

electronic components, 17 
Miniature componets, 164 
Miniature filter, 171, 172 
Mixer stages, 167 
Modulated signal generator, 

120 

Modulator, 161, 162, 163 
Mounting or notch filter, 

100 
MSI, 41 

N 

NAM), 123 
Nixie cathodes, 133 
Nixie drivers, 75, 76 
Nixie tubes, 25 
NOR, 123 

Notch filter, IC audio, 98 
Numbered light bulbs, 23 

o 

Opamps, 63 

Operating results ol audio 

processors, 79, 80 
Operation of compressor 

control, 153 
Oscillator, code, 15 
Oscillator dividers, 103, 

104 

Oscillator, the 8 MHz, 

174, 175 
Oscillator tuning dial, 167 
Output gating, 125 



Parasitics, 39 
Performance of audio filler, 
19, 20 

Performance, pulser, 147 
Performance, receiver, 55 
Phase-locked loop, 182, 
183 

Phase modulator, 172, 173, 
174 

Phase modulator, the 8 

KB* amplifier, 175 
Phase -shift network, 184 
Photocell, summary, 153 
Photoelectric cell, 155 
PIxlc lubes, 25 
Placement of rcslstivo 

element, 152, 153 
PLL IC chip, 188, 189 
Potenlometer, 65 
Power amplifier, 178, 179 
Power amplifier stage, 12 
Power, on air, 163 
Power supplies, 8, 108 
Practical ham applications, 

117 

Premier box, 114 
Processor, IC audio, 78,79 



Product detector, 181 
Program counter, 81 
Projected image, 24 
Protection circuit, 157 
Pulse generation, 125 
Pulse generator, amateur, 
145 

Pulse length, 146 
Pulser, construction, 148, 
149 

Pulser, performance, 147 
Pulse, Ihln line, 111 

Q 

Q -multiplier, 70 
Q mutllpller, circuit 
description, 70, 71 



Receiver, 49, 50 
Receiver, performance, 55, 

56 

Regulator, IC, 57, 58 
ReliabUity, IC, 8 
Remote gain controlled 
audio amplifier, 117 
Repeatability, IC, 7 
Repeater, audio mixer, 47 
Repetition, IC, 7 
"Rep" rate, 145 
Resistors, 164 
RF output match, 100 
RTL, 145 
RTL circuits, 102 

s 

SCA adapter, 187, 188 
Self-powered IC's, AC 

switching, 150 
Semiconductor, inside, 116, 

117 

Shape factor, 170, 171 
Significant digit, 134 
Simple VOX mike preamp, 

119, 120 
Sine wave, 64, 65 
Single-chip circuit, 180 
Single crytsal, 7 
Six-meter IC converter, 

96 

Solid-state transceiver, 49 
Special tools, 164, 1G5, 1G6 
Speed converter, 33, 34 
Square wave, operation, 93 
SSB filter, 11 
Stunt frequency, 181 
Switching, AC, 154 
Sync generator, con- 
struction, 126 
Synchronizing signal, 122, 
123 

"Synchronous clock", 30 
Synchronous detection, 180 
SWR bridge, 50 



Testers, IC, 73 
Thin line pulse. 111 
Thyrislors, 155 
Tracking range, 164 
Transmitter, 50 
Trimmer, 133 
Triple stage, the 8-24 

MHz, 175, 176 
TTL, 73 

TTY accessories, 30 



Tunable oscillator, 167 
Tuning dial, 101 
TV sync generator, 122 
TV tuning tools, 165 
Twin -tee audio oscillator, 
120 

Two digital, ID unit, 138 
Two-meter band, 1(17 



Variable speed clock, 82 
VCO, 181 



V11F circuit, 158 
VFO, digital readout, 129, 
130 

w 

Wave generator, 90 
Wave generator, con- 
struction, 91, 92 



Zero-voltage switch, 157 



Others TAB BOOKS of Interest 



HOBBY & EXPERIMENT 

542 — TRANSISTOR PROJECTS FOR HOBBY- 
ISTS & STUDENTS. Steckler. 192 pages, 140 
illus. $4.95 
537 — 125 ONE-TRANSISTOR PROJECTS. 
Rufus Turner. 192 pages, 125 illus. $3.95 
524 — 104 EASY PROJECTS FOR THE 
ELECTRONICS GADGETEER. Robert M. 
Brown. 160 pages, 104 illus. S3.95 
487 — 64 HOBBY PROJECTS FOR HOME & 
CAR. Brown&Olsen. 192 pages. 111 illus. $3.95 
486 — 104 SIMPLE ONE-TUBE PROJECTS. 
Robert M. Brown. 192 pages, 104 illus. $3.95 
464— ELECTRONIC HOBBYIST'S IC PROJECT 
HANDBOOK. Robert M. Brown. 160 pages $3.95 
462— 104 EASY TRANSISTOR PROJECTS YOU 
CAN BUILD. Robert M. Brown. 224 pages, 104 
illus. $3.95 
135 — RADIO CONTROL MANUAL. Edward L. 
Satford. 192 pages, 147 illus. $3.95 
129 — SKILL- BUILDING TRANSISTOR 
PROJECTS & EXPERIMENTS. Lou Garner. 192 
pages, 128 illus. $3.95 
122 — ADVANCED RADIO CONTROL. Edward 
L. Safford, Jr. 192 pages, 174 illus. $4.95 
93— RADIO CONTROL HANDBOOK: New 3rd 
Edition. Howard McEntee. 320 pages, 240 ill. $5.95 
89 — TRANSISTOR PROJECTS. Radio Elec- 
tronics Staff. 160 pages, 123 illus. $2.95 
83— FUN WITH ELECTRICITY. Tom Kennedy, 
Jr. 128 pages, 95 illus. $2.95 
74 — MODEL RADIO CONTROL. Edward L. 
Safford, Jr. 192 pages, 210 illus. 53.95 
70 — ELECTRONIC PUZZLES & GAMES. 
Matthew Mandl. 128 pages, 72 illus. $2.50 
69— ELECTRONIC HOBBYIST'S HANDBOOK. 
Rufus Turner. 160 pages, 118 illus. $3.95 

AMATEUR RADIO 

543 — AMATEUR RADIO EXTRA-CLASS 
LICENSE STUDY GUIDE. 73 Magazine. 224 
pages, 162 illus. $4.95 
527 — AMATEUR RADIO ADVANCED CLASS 
LICENSE STUDY GUIDE. 73 Magazine. 192 
pages, 73 illus. S3.95 
499 — CB RADIO OPERATOR'S GUIDE. Brown 
& Lawrence. 224 pages, 138 illus. $3.95 
469 — HAM RADIO INCENTIVE LICENSING 
GUIDE. Bert Simon. 160 pages, 314 Q & A, 35 
illus. $3.95 
468 — 104 HAM RADIO PROJECTS FOR 
NOVICE & TECHNICIAN. Bert Simon. 192 
cages, 104 illus. $3.95 
460 — VHF HAM RADIO HANDBOOK. Edward 
G. MacKinnon. 176 pages, 100 illus. S3. 95 

RADIO SERVICING 

504 — HOW TO FIX TRANSISTOR RADIOS & 
PRINTED CIRCUITS. Leonard C. Lane. 256 
pages, 150 illus. $4.95 
429 — EASY WAY TO SERVICE RADIO 
RECEIVERS. Sands. 176 pages, 100 illus. $3.95 
78— RAPID RADIO REPAIR. G. Warren Heath. 
224 pages, 104 illus. 53.95 
76 — SERVICING TRANSISTOR RADIOS. 
Leonard D'Airo. 224 pages, 202 illus. $4.95 



BASIC TECHNOLOGY 

538 — COMPUTER CIRCUITS 8. HOW THEY 
WORK. Byron Wels. 192 pages. 134 illus. $4.95 
530 — BASIC ELECTRONICS PROBLEMS 
SOLVED. D. A. Smith. 192 pages, 100 illus. $4.95 

528 — PULSE & SWITCHING CIRCUITS. 
Harvey Swearer. 256 pages, 200 illus. $4.95 
510— HOW TO READ ELECTRONIC CIRCUIT 
DIAGRAMS. Brown 8. Lawrence. 192 pages, plus 
64-page schematic foldout section, 140 illus. $3.95 
112— LEARN ELECTRONICS BY BUILDING. 
John Schroeder. 208 pages, 209 illus. S4.95 
111 — BASIC TRANSISTOR COURSE. Paul R. 
Kenian. 224 pages, 176 illus. $4.95 
105— BASIC TV COURSE. George Kravitz. 224 
pages, 137 illus. $5.95 
104— BASIC RADIO COURSE. John T. Frye. 224 
pages, 131 illus. $4.95 
G100 — BASIC MATH COURSE FOR ELEC- 
TRONICS. Jacobwitz. 160 pages, 89 illus. $4.95 
99 — INDUSTRIAL ELECTRONICS MADE 
EASY. Tom Jaski. 288 pages, 239 illus. S5.95 

SOLID-STATE TECHNOLOGY 

513 — UNDERSTANDING SOLID-STATE 
CIRCUITS. Crowhurst. 192 pages, 150 illus. $4.95 
501 — WORKING WITH SEMICONDUCTORS. 
A. C. Saunders. 224 pages, 185 illus. $4.95 

493 — SEMICONDUCTORS FROM A TO Z. 
Phillip Dahlen. 288 pages, 300 illus. $4.95 
470 — TRANSISTOR CIRCUIT GUIDEBOOK. 
Byron Wels. 224 pages, 104 illus. $4.95 
116 — GETTING STARTED WITH TRAN- 
SISTORS. Lou Garner. 160 pages, 89 illus. $3.95 
94 — TRANSISTORS. Radio Electronics Staff. 96 
pages, 65 illus. $2.50 
75 — TRANSISTORS — THEORY & PRACTICE. 
Rufus Turner. 160 pages, 143 illus. $3.95 
63— TRANSISTOR CIRCUITS. Rufus Turner. 
160 pages, 146 illus. $3.95 
61 — TRANSISTOR TECHNIQUES. Radio 
Electronics Staff. 96 pages, 78 illus. $2.50 

AUDIO 8. HI-FI STEREO 

546 — ELECTRONIC MUSICAL INSTRU- 
MENTS. Crowhurst. 192 pages, 125 illus. $4.95 

529 — HANDBOOK OF MAGNETIC RECOR- 
DING. Finn Jorgensen. 224 pages, 90 illus. $4.95 
534 — SERVICING MODERN HI-FI STEREO 
SYSTEMS. Norman Crowhurst. 224 pages, plus 
schematic foldout section. 125 illus. $4.95 
505 — INSTALLING & SERVICING HOME 
AUDIO SYSTEMS. Jack Hobbs. 256 pages, 150 
illus. $4.95 
497 — TAPE RECORDING FOR FUN & 
PROFIT. Walter Salm. 224 pages, 200 illus. $4.95 

494 — AUDIO SYSTEMS HANDBOOK. Norman 
Crowhurst. 192 pages, 125 illus. $4.95 
120— HI-FI TROUBLES. Herman Burstein. 160 
pages, 130 illus. S3.95 
86 — INSTALLING HI-FI SYSTEMS. Markell & 
Stanton. 224 pages, 152 illus. $5.95 
79 — DESIGNING AND BUILDING HI-FI 
FURNITURE. Markell. 224 pages, 195 illus. 54.95 
67 — ELEMENTS OF TAPE RECORDER 
CIRCUITS. Burstein & Pollak. 224 pages, $4.95 
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